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THE TEXT BOOK CLINIC OF THE AMERICAN INSTITUTE OF GRAPHIC ARTS 


HAS CHOSEN THESE 60 TEXT BOOKS 


FOR THEIR ARRANGEMENT AND EXCELLENCE OF PRODUCTION. 


AMERICAN BOOK COMPANY 


1.4 Buenos Amigos, Buenos Vecinos 
2.% ‘The Charm String 


D. APPLETON-CENTURY CO. 
3. Psychology and Human Living 


C. C. BIRCHARD & COMPANY 


4. Keyboard Speech 


THOMAS Y. CROWELL CO. 


5. Introduction to Sociology 


DARTMOUTH COLLEGE 
PUBLICATIONS 


6.% Motivation «& Visual Factors 


THE DRYDEN PRESS 


7.% Education « Society: An Intro- 
duction to Education for a Democ- 
racy 

8. En Scéne! Trois Comédies avec 
Musique 

9.4% Our Heritage of World Litera- 
ture. (Complete Edition) Revised 
1942 


10. Naciones bajo las armas 


HARCOURT, BRACE & CO., INC. 

11. American Democracy Today and 
Tomorrow 

12. The College Survey of English 
Literature 

13. The Meaning in Reading 

14. The Story of American Democracy 

15.% This Age of Conflict 

6. Writing from Observation 


HARPER & BROTHERS 
17.% Astronomy, Maps and Weather 


18.4% Basic Principles of Weather 
Forecasting 

19. Beginning Spanish 

20. Shop Mathematics and Shop 
Theory 

21.4% Tool Design 


D. C. HEATH & COMPANY 
2. Calculus 

3. Docas, Indian of Santa Clara 
24. French Composition and 
Reference Grammar 
. Graphic World History 
. Look and Read 
. Merry Hearts and Bold 
. Nuevos Cuentos Contados 
. Work and Read 
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HENRY HOLT AND CO., INC. 
30. An Economic History of England 


HOUGHTON MIFFLIN CO. 
. A College Developmental Reading 
Manual 
32.% Fundamentals of Machines 
. Organic Chemistry 
. Personal Problems and Morale 
5.% Speech 
.% Songs of Freedom 
7.% Survey of Social Science 
-% Twelve Bright Trumpets 


LITTLE BROWN & COMPANY 
39. The Story of Textiles 


THE MACMILLAN COMPANY 

40.% The Earth « Man 

11.% Encanto de México 

42.% Geomorphology 

43.% Principles of Photographic 
Reproduction 


44. % Solid Geometry 
45.% Vitality Through Planned 
Nutrition 


THE NEW JERSEY ZINC CO. 


46. Die Casting for Engineers 


NOBLE & NOBLE, 
Publishers, Inc. 


47. Junior Aviation Science 


OXFORD UNIVERSITY PRESS, 
NEW YORK, INC. 


48. % The Epic of Latin American 
Literature 

49. % Of the People 

50. %& Training the Speaking Voice 


PRENTICE-HALL, INC. 


51.% Elements of Radio 


ROW, PETERSON & COMPANY 


52. Animals Round the Year 
53. Next-Door Neighbors—Mexico 
54. The Wishing Well 


SCOTT, FORESMAN & CO. 
55. # Basic Electricity 
56. & Civilization Past « Present 


CHARLES SCRIBNER’S SONS 


57. % Reading for Composition 


UNIV. OF CHICAGO PRESS 


58. Analytical Experimental Physics 


JOHN WILEY & SONS, INC. 

59. % The Arts of Costume and 
Personal Appearance 

60. X-Ray Crystallography 


Selling Agent for Bancrofts’ Book Cloths 
ALBERT D. SMITH & CO., 290 Broadway, New York, N.Y. 


Bound in Bancrofts’ 


ide? 
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THE FORGOTTEN MAN? 


not by a long shot! 


BooxsinpErs are not being forgotten at the two big 
Sheridan plants, where equipment developed for the production 
of bookbinding machinery is now engaged in manufacturing 
airplane construction machinery, machine tools, and other mili- 
tary equipment. Sheridan precision engineering is furthering 
America’s war accomplishments today, just as it has been speed- 
ing up bindery operations for the past 107 years. 


No—bookbinders are not being forgotten at the Sheridan fac- 
tories. The same men who built your own Sheridan machines 
are still on the job, ready to build you new bookbinding equip- 
ment when the time comes. Meanwhile, though our facilities 
are taxed to the utmost by war production, we are endeavoring 
our best to keep your Sheridan equipment in tiptop operating 
condition. No, the bookbinders’ needs are not being forgotten— 
not by a long shot! 


T. W. & C. B. SHERIDAN CO. 


135 Lafayette Street, New York, N. Y. 183 Essex Street, Boston, Mass. 
600 W. Jackson Blvd., Chicago, II. Rickmansworth, Herts, England 
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ELECTROLL 
SIZED GOLD 


Opens a Wider Field for Genuine Gold Stamping! 


Now! . . . because of the unusual economy of 
ELECTROLL Sized Gold, you can use genuine 
gold on stamping jobs that will not stand the 
cost of ordinary forms of genuine gold! ELEC- 
TROLL . . . the original THIN stamping leaf... 
opens a wider field for genuine gold stampings 
. increases your profits! And ELECTROLL will 
give you a perfect stamping every time! 
ELECTROLL is an absolutely uniform thin film 
of gold, manufactured under a patented pro- 
cess. It is uniform throughout its entire width 
. no laps, joints, patches or pinholes . . . 
all unnecessary gold content has been elimi- 


nated. Its special sizing insures complete co- 


verage . . . adheres to most difficult surfaces 
. . With amazing definition. 

And because ELECTROLL is available to you in 
any width UP TO 30 INCHES, additional pro- 
duction economies are possible! ELECTROLL is 
the answer to the stamping industry's age-old 
problem .. .a genuine gold stamping leaf at 
a price that permits almost universal use! 

Even after deducting the salvage returns, you'll 
find that ELECTROLL cuts your costs to the bone! 
Try it yourself . . . on any type of job... . with 
any kind of die. Keep careful check and see 


how ELECTROLL reduces costs right in your 


own shop! 


HASTINGS & CO. 


Established 1820 
817-821 FILBERT ST., PHILADELPHIA 


Branches: Hastings & Co., 1332 W. Grand Ave., Chicago, Ill. and 47 W. 16th St., New York (W. H. Kemp Division) 


West Coast Distributors: Harry W. Brintnall Co., Los Angeles, San Francisco & Seattle 


BOOKBINDING AND BOOK PRODUCTION 





JUNE 1943 
Vol. 37 No. 6 


Bookbinding & Book Production 


THE OFFICIAL BUSINESS PAPER OF THE INDUSTRY 


» special features 


THE “60 TEXTBOOKS”: 1943 


“ADVENTURE IN BLACK AND WHITE” 
Designed by Atkinson Dymock 


ACCIDENTS: THIEVES OF LIVES, $$, AND TIME 
OPERATING SUPPLIES GET AA-2 RATING 


» publishing production 


EXTREMES ARE SUSPECT 
THE BOOKMAKING PARADE 


“PARAGRAPHS ON PRINTING” 
Designed by Bruce Rogers 


OLIVER OFFSET SAYS 

PETER PAPYRUS SAYS 

CLINICAL REPORTS 

PRODUCTION PRIMER (Part 4: Choosing and Ordering the Paper) 


Business Manager, E. A. Freund 
Editor, David M. Glixon 

Director of Research, H. J. Stoeckel 
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Jr, Francis E, Grady, L. Howard Jenkins, John J. Kelly, Howard N. King, George Kuhlkin, Robert O. Law, A. S. Mackenzie, P. F. Mallon, S. W. 
McDonnal, G. B. Moore, E, W. Palmer, Will Ransom, W. E. Reavis, Ernst Reichl, Joseph Ruzicka, Sidney Satenstein, Nathan H. Shrifte, W. R. 
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FOR PEACE 


TODAY we are looking forward beyond victory to peace, and this time 
we say that it must be a just and a lasting peace. We have learned from 
bitter experience that an effective peace must be based on understanding 
and a recognition of human rights. 

Our first effort then should be to obtain that understanding. The cur- 
rent communiques cannot help us, nor the graphic dispatches of the war 
correspondents. We will have to look deeper into the minds of men if we 
are to understand their hopes and desires and their fears, and if we are to 
have any realization of the impulses which activate our enemies. 

These things are being learned, at first hand, by talented observers and 
interpreters. The books they write are invaluable, for such books will help 
us to lay the foundations for peace. Books as weapons of war have proved 
their worth, but the books we need now are the books that will be the 
plowshares and pruninghooks of peace. 


For more than a century, through war and peace, the manufacturers of 
Binders Board have made their contribution to the publication of books. 
They are confident that their greatest contribution lies ahead. 


BINDERS BOARD MANUFACTURERS 
CAROLINE L. LLOYD, INC. 
280 MADISON AVENUE, NEW YORK, N. Y. 


BINDERS BOARD is manufactured in accordance with 
U.S. Commercial Standard CS50-34 by the following mills: 


Colonial Board Co Manchester, Conn. The Davey Co. . Jersey City, N. J. 
Consolidated Paper Co. .. . Monroe, Mich. Fandango Mills . . . Milburn, N. J. 
Fibreboard Products, Inc., San Francisco, Cal. Shryock Brothers, Philadelphia, Pa. 


BOOKS BOUND IN BINDERS BOARD ARE BOUND TO LAST 
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ESSENTIALITY: Rating Sought 





Ask WMC to reconsider recommendation of War Production Board 


Aut wore neep Nor BE 
abandoned for an essential rating either for the entire 
printing and publishing industry, or at least certain seg- 
ments or activities within it, such as the publishing and 
manufacture of books, despite the denial by the War 
Manpower Commission on May 18, of the WPB Print- 
ing & Publishing Industry Committee’s appeal for such 
a rating. 

The major contention of WMC in rejecting the appeal 
was that no shortage of labor had been proven. Em- 
ployers, superintendents, and foremen in this industry 
will get a bitter laugh out of that. 

Nor—unless the situation changed after we went to 
press—is it too late to write to Senators and Representa- 
tives of the various states in which members of this in- 
dustry carry on their business, appealing to them to use 
their influence to persuade the WMC to re-examine and 
adopt the recommendation of its Committee on Essential 
activities that book manufacturing, among the other 
graphic arts, be declared essential. Senators Wagner 
and Mead (N.Y.) promised action on the following 
letter sent them by BsBP: 





'he War Manpower Commission’s Committee on Essential 
Activities has recommended to the WMC that the book manu- 
facturing industry be classified as an essential industry. With 

r influence, this recommendation will be accepted. 

You need hardly be told that the war cannot be waged with- 
out training manuals for the forces, medical books for the 
Medical Corps, technical books for the Tank Corps, instruc- 
tion manuals for war workers. 

What you may not know—though you may have guessed— 
is that there is a growing scarcity of the highly trained, skilled 
men necessary to supervise production in book printing and 
binding plants. 

There are plates in existence and in preparation for the 
printing of the books needed by the armed forces and the war 
factories. Delay in their completion would mean a fatal delay 
of victory. 

Will you therefore do all in your power to keep book 

nufacturing employees where they can continue to produce 

books that will help win the war? 
Respectfully yours, 
Booxsinpinc & Book Propvuction. 


seek individual ratings 
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[SANWHILE the operations of the Typothetae-Franklin 
ssn. of Detroit are being watched with considerable 
alerest . Several months back, C. C. Means, secretary- 
uanager, filed a survey with WMC showing that 7714% 
' the city’s graphic arts industries were doing work 
directly related to the war effort. The survey covered 
‘47 firms with an annual business of $25,000,000. Means 
was advised that, since Washington had not clarified a 
nutober of lines of business in the twilight zone between 
essential and non-essential, he should proceed on the 
basis of attempting to secure individual plant certifica- 
tions, 

The association drafted a questionnaire to be sent out 
to the industry, had it approved by local WMC officials, 
and went to work. Thus far more than 75 concerns have 
filed data proving that 75% or more of their work is 
directly related to the war’s prosecution. When these 
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reports were submitted to the local WMC office, an un- 
derstanding was reached that these plants would be 
individually certified as essential. 

The approval of the Cleveland Regional office was also 
granted, but when the matter reached the attention of 
the National Committee on Essential Activities in Wash- 
ington, it banned any further action until a definite de- 
cision had been made on the whole subject. This, as 
reported above, was reached May 18. However, Means 
reports that regional WMC officials have volunteered to 
do all in their power to relieve the situation by securing 
a regulation which will define the qualifications neces- 
sary for individual essential ratings. The local bindery 
group, which has evinced great interest, is believed to 
rank highest in the percentage of essential work. 

It is still questionable whether there has been any real 
test of the full meaning of the classification—in Selective 
Service Bulletins 29 and 35—of certain printing and 
publishing operations for technical books and journals as 
essential. Interpreted broadly, it might be construed as 
recommending for draft deferment all those workers 
connected with any branch of the industry—except for 
the unpleasant fact that bindery operations are very 
pointedly omitted from the list of essential occupations. 
And this same omission was one of the points upon 
which the WPB hinged its plea for a rating for the 
entire industry. 


war 


paper making denied, too 


THE GRAPHIC ARTs may find either solace or discomfort, 
depending upon how you look at it, in the fact that the 
manufacturing industry too has been denied an essential 
rating. At least, if the WMC’s policy is to ignore the 
need of printed matter in the conduct of the war, it is 
consistent in its policy. 

According to Lawrence Appley, executive director of 
the WMC, speaking before a group of industrial editors 
recently, there are no longer any reserves of manpower, 
with the result that men available in industry and not 
eligible for the armed forces, must be allocated to those 
war industries needing men. What will remain for 
civilian industry will naturally be problematical, and 
this “x’’ quantity is subject to still more deductions as 
war casualties mount and are replaced by new drafts. 

Meanwhile the industry should not cease its efforts 
to secure the proper recognition. 


suviivnneneatvens enue 
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BINDERS, JOIN NOW! 


An invitation to join the Natl. Assn. of Trade & Pamphlet 
Binders was mailed early last month to firms throughout. the 
country. To quote the late President Theodore Roosevelt: 
“No man has a moral right to withhold his support from an 
organization that is striving to improve conditions within his 
trade.” 


WH 


If you have not received the invitation and membership 
application, write at once to Bookbinding & Book Production, 
50 Union Sq., New York 3, N. Y. 


TUTTLE CULL LE LLe RL Lee 
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“Machinery’s Handbook’’ 


“The Use of Handbook Tables and Formulas“‘ 


Publisher: Tue Inpustriat Press 
Designer: F. D. Jones 

Binder: J. F. Taptey Company 
Material: ““Fasrixoip”* 


Books like these are tools of production . . . 
tools the machinist uses to gain efficiency. 
save time, labor. Tools that must last, now 
more than ever before, to help him forge 
war machines—the best in the world—for 
America. 

And books like these will last. Their 
quality bindings of PX Cloth and ‘‘Fabri- 
koid,”* armed with tough pyroxylin, en- 
able them to resist wear . . . make them 
hygienic, washable in soap and water. 

For the duration, you may not be able 
to secure all the PX Cloth or ‘‘Fabrikoid” 
bookbinding fabrics you need. Men and 
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machinery once devoted to their produc- 
tion now are diverted to the making of 
coated fabrics for our Armed Forces. Fab- 
rics to protect fighting men, their cloth- 
ing and equipment from heat, cold, damp- 
ness and the wear and tear of war. 

After Victory, these fabrics will be avail- 
able again. Meanwhile, Du Pont PX Cloth 
and “Fabrikoid” will continue to serve 
books you have bound in the past . . . those 
tools that are working for American men of 
production. E. I. du Pont de Nemours & 
Co. (Inc.), “Fabrikoid” Division, New- 
burgh, N. Y. 


*“FABRIKOID” is Du Pont’s registered trade 
mark for its pyroxylin coated and impreg- 
nated binding material. 


PX CLOTH 
and “FABRIKOID’ 


BETTER THINGS FOR BETTER LIVING 
-»+ THROUGH CHEMISTRY 
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T  wenasseniel industry has a timely date with duty; an 
invitation to “clean house” of every bit of stored, 
unneeded or obsolete equipment. 

Machinery, like manpower, has a moral obligation to 
work or fight for Victory with a vengeance. Either the 
equipment is worth keeping or selling for its productive 
value or it is a logical candidate for the scrap pile and 
for ultimate front line action as some kind of armament. 

You are invited to investigate the Miller Wartime 
Scrap Allowance Plan — the printing industry’s own 
unique and practical means of realizing multiple advan- 
tages from obsolete printing machinery. Information 


gladly given on request. 


WARTIME SCRAP 
ALLOWANCE PLAN 





MILLER PRINTING MACHINERY CO., PITTSBURGH, PA. 


JUNE, 1943 


Under The Miller Wartime 
Scrap Allowance Plan 


Every 25x38 cylinder (5 tons) scrapped, 
provides all the scrap to make: 180 — 
20 mm. aircraft cannon, or a 4 ton 
truck, or 18,518 hand grenades, or 10 
—75 mm. howitzers, or 20 “block 
buster’’ bombs 


and 


its average cash value when scrapped 
and converted into U. S. War Savings 
Bonds, will buy 4 field telephones, or 
fuel to run a destroyer 156 miles, or 8 
tents, or a bombardier’s kit and a flying 
jacket, or 3 breeches buoys. 


Spring Housecleaning WITH A VENGEANCE 
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Furlough 
for an Hour 


1 Ba best tonic for a weary soldier is 
a letter from home. Ranking a close 
second is a good book. 

Books provide relief in off-hours for the 
men of the United Nations forces, enduring a 
the hell-fire of war. Between the covers of 
a good book, a fighting man may find a brief yet 
welcome furlough. 

Follow the suggestion of the U. S. O. — send 
books to our soldiers, sailors and marines. Look 
over the books on your shelves; select three or six 
or a dozen which captured your interest; and de- 
posit them in one me the convenient depots main- 
tained by the U. S. O. Give generously. 

Then find a ‘Sikes and look in the window; 
note the variety of subjects available, and specu- 
late on the morale of the enemy, who may read 
only the texts approved by his political masters. 

Americans — sailors, soldiers, marines and civil- 
lans — may read what they choose. The privilege 


BETTER PAPER ‘Warren's 


of choosing is guaranteed by the democratic form 
of society which permits free use of the printing 
press. The opportunity to choose is provided by 
the free competitive system, which assures the 
publishing of all worthy writings. 


For more than half a century, publishers of books 
have favored papers manufactured by S. D. War- 
ren Company. Today a major proportion of the 
principal publishing houses use Warren’s papers. 
S. D. Warren Company, 89 Broad Street, Boston, 
Massachusetts. 


BETTER PRINTING 


Warrer DARD 


Prinling Lupers 


for Letterpress Printing, Lithography, Book Publishing, Magazine Publishing, Converting. 
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MORE AND MORE (T WILL BE... 


WE “COVER UP” MANY MYSTERIES...BUT 


i E making of fine binding fabrics for mystery stories and other 


popular works is just one of our activities today. While we con- 
tinue to manufacture and sell considerable quantities of book 
cloths, more and more of our facilities are being devoted to war 
work. From the five Columbia plants are coming a variety of prod- 


ucts many of which will serve our fighting men on combat fronts. 


If, in order to serve these men better, we cannot give you 
quite the same service as in the past, you will know the reason: 


war work must come first. 


Please be assured that every effort will be made to give 


quick and careful attention to your needs. 


THE (Shnhia MILLS, INC. 


BOOK CLOTH DIVISION 
225 FIFTH AVENUE ° NEW YORK CITY 
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Publishers Service Division, 8 West 40th Street, New York. Branch Offices: 552 Massachusetts Avenue, Cambridge, Mass.; 608 So. Dearborn Street, Chicago, Ill. 
Distributors: Advance Sales, Inc., 2309-11 Locust Blvd., St. Louis, Mo.; Chas. H. Zipser Co., 733 Santiago Street, San Francisco, Calif.; 
poration, 1142 Maple Avenue, Los Angeles, Calif.; Wilson-Munroe Co., Ltd., 18-20 Duncan Street, Toronto, Ont., Canada. 


Printers Supply Cor- 
JUNE, 1943 
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CRACK A COCOANUT WITH A SPONGE! 


Our Armed Forces have a tough job on their hands. They 


need the best in equipment and need it quickly. It is the privi- 
“To build a lege and duty of every industrial plant to devote their facilities 
better book to war material production to the greatest extent possible. 


call Carpenter” While it is true that we, like numberless other plants, are 


extremely busy on wartime production, yet, by stepping up 
our normal facilities, we have been successful in catering to 
our normal trade without any marked let-down in service. 
It is possible that in isolated cases there may have been a 
little unusual delay, but these have been the exception rather 
than the rule. 


LACR TEX The high quality which has always characterized LACRTEX 

Book Cloth has been steadfastly maintained, and you are 
— assured that we are furnishing the maximum in quality and 
BOOKCLOTH service that is possible under present conditions. 


L. E. CARPENTER & CO. 


444 FREYLINGHUYSEN AVE. 535 S. FRANKLIN STREET 
NEWARK, N. J. CHICAGO, ILL. 
N. Y. C. Publishers and Binderies Can Call Us at Newark by Dialing REctor 2-1316-1317 
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' OMPLETE coordination between the 

forces involved” ---— keynote of suc- 
cess in Commando tactics ---— can well be 
accomplished in binding, as is illustrated by 
the use of Swift DRI-HUE on the new Macmil- 
lan publication COMBINED OPERATIONS. 


Vivid red on dark blue cloth ---— yet only 
a single impression was necessary—and— 
casing-in started in immediately. Objective 
attained! DRI-HUE took the place of two or 
more ink stampings -++=— and no time was 
lost in drying. Strategy! 


Written by Hilary St. George Saunders, Offi- — 


cial Recorder of the Commandos, COMBINED 
OPERATIONS is a dual Book-of-the-Month 
Club Selection for next month. Make DRI-HUE, 
the modern method of color application, your 
next selection. 


M. SWIFT & SONS - INC. 


a 


10 Love Lane, Hartford, Conn. ¢ 15 Park Row, New York ¢ 110 So. Dearborn, Chicago 


» 1943 
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SPIDER BRAND THREAD has met with such unusual 
success during the past two years among the larger 
binders that we feel it should now be announced to the 


trade in general. 


The basis for its success is simple and convincing: It 
is manufactured by one of America’s oldest concerns 
who “know how” to make thread. In addition to un- 
usual strength, it is knot-free . . . your surest guaran- 


® Easy ; tee of easy sewing. In short, if you want a thread 
SEWING that is quality plus, yet priced low in keeping with 


other threads of like quality — and really economi- 
¢ STRONG 


cal from a production standpoint — then specify 
Fully meets TEXTBOOK RAND il 
and LIBRARY BINDERY. | > DER on your next order. 


INSTITUTE specifications 
for over-sewn books. 


Unter Cawenett Haves Warsi. Ive 


50 EAST 21st STREET 
NEW YORK 


17-19 EAST HUBBARD STREET 
CHICAGO, ILL 


New satel ielare, OEsialeliicl a 


MARSHALL SON & WHEELOCK. INC. 


82 LINCOLN STREET, BOSTON, MASS 


SERVING THE NEW ENGLAND TRADE FOR 89 YEARS 
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Your Rosback Dealer... 


a good man to know 


As directed by the War Production Board 
practically all manufacture of new bookbinding 
machines has been discontinued for the duration. 


Beyond those now in dealers’ inventories, 
new Rosback perforators, gang stitchers, and 
drilling and punching machines will therefore 


be unobtainable. 


Under such circumstances you will find your 
Rosback dealer more helpful than ever. His skill 
and experience will aid you in keeping your 
present Rosback equipmen: in operating condi- 
tion. His advice and suggestions may save you 
many expensive breakdown delays—delays that 
can easily prove far more costly than the modest 
charge for his services. 


And should your present Rosback equipment 
prove entirely inadequate for the work you have 
to do, possibly through his acquaintanceship your 
Rosback dealer may be able to help you locate 
used or re-conditioned machines that will take MEMBER 


care of your most urgent immediate requirements. 


; : GRAPHIC ARTS 
Today, more than ever, you will find your VICTORY 


Kosback dealer a good man to know. If you 
haven't already made his acquaintance, write 
us aud we'll gladly put you in touch with him. 


EP ROSBACK COMPANY, Benton Harbor, Mich. 


World’s Largest Manufacturers of Perforators, 
Stitchers and Paper Punching and Drilling Machines 





Commemorating 90 Years 


of continuous service to 


THE BOOK MANUFACTURING and LOOSE-LEAF INDUSTRY 


IS5S - 1945 


THe BuTTERFIELD-BARRY COMPANY 


INCORPORATED 


America’s Oldest Established Board Distributors 


New York, N. Y. 


Distributors of 


DAVEY BINDERS BOARD 
DOWNINGTOWN ROYAL RIGID CHIP BOARD 


FLEXIBLE AND SEMI-FLEXIBLE BOARD 
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WE ARE PROUD 10 BE... 


: AAASLAA 


O URS is the proud privilege of 
having our complete facilities 
geared importantly into the tre- 
mendous national production pro- 
gram for Uncle Sam. Day by day, 
hour by hour, we are bending 
every effort . . . lending every skill 

.. doing our bit to hasten the 
glad day when normal business 
may again be transacted in a bet- 
ter, saner and safer world. 


Production of N-D equipment 
for you must await that day. .. for 
vothing counts now but victory. 
You'll agree, we know, and you'll 
help by carefully preserving your 
present N-D machines until we 
can again supply you with new 
ones. 


INTO OUR NATION'S 
WAR EFFORT 


PARTS on high pri- 
ority only. Old part 
must come with 
order; or affidavit 
stating old part has 
been scrapped. 


AND—WHEN WE’VE WON ... N-D will go back into 
civilian production at once... . with a line of new equipment 
that will eclipse even those splendid N-D cost-cutting ma- 
chines of yesterday’s vintage. Look forward to these with 
confidence. They'll be well worth waiting for, we promise 
you. 


-NYGREN -DAHLY COMPANY 


218-230 NORTH JEFFERSON STREET y * CHICAGO,ILLINOIS 














She BINDERY TRIO 


NOW is the time to learn of the Extra Earning Power and Production 


CLEVELAND MODEL “DOUBLE-M” — of this Modern Equip- 
FOLDING MACHINE | . ment for handling your 


FOLDING, INSERTING, 
STITCHING, TRIMMING, 
singly or in gangs of 
two or more up. 


SHEET SIZES 
Maximum Right Angle 28 x 44” 
Maximum Parallel . . 28 x 58” 
Minimum Sheet . . 5x7” 

Eleven Fold Plates 


CHRISTENSEN MULTIPLE HEAD 
GATHERING AND STITCHING MACHINE 


BRACKET 
SAFETY TRIMMER 


Planning your folding and bind- ee dating a 
ing work on this Modern Binding —— _ 
Unit gives you every advantage. 

Highest Production 

Lowest Operating Costs 

Least Handling 

Widest Folding Range 

Best Quality 

Quickest Deliveries 





Ask for literature on any one or all three of these machines. 
Deliveries, of course, are subject to wartime restrictions. 


DEXTER FOLDER COMPANY New York - Chicago + Cleveland 


Philadelphia - Boston - Atlanta 
Pearl River, New York San Francisco - Los Angeles - Seattle 
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[KE a pebble tossed in a 
9 1, the influence of words 
radiates in an _ ever-widening 


circle. 


The influence of words is in- 
finite. 


Printing gives wider circulation 
to words. Books and pamphlets 
are printed to help win the war. 
Official forms and blanks are 
needed to administer the war 
activities of government and in- 
dustry. Leaflets and circulars are 
necessary to inform the people 
of how to do their share. 


The printing press is an essential, 
vital tool for Victory. 


* * * 


In spite of the need, no new 
printing machinery is now being 
produced, except upon govern- 
ment orders. At Chandler & 
Price, all of our facilities are en- 
gaged in the production of ma- 
terial of war. But you who 
operate Chandler & Price equip- 
ment purchased in peace times 
can keep this equipment work- 
ing profitably if you will main- 
tain it carefully, lubricate it regu- 
larly, anticipate repairs and make 
them promptly. In this, you will 
help contribute printing’s share 
toward Victory. 
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ROLLING ALONG 
WITH THE 
ARMY AND NAVY 


* 


There is an increasing de- 
mand from manufacturers 
for our roll leaf to mark 
and identify various types 
of war equipment for the 
armed services...in- 


clusive of books. 


* 


IN THE FRONT LINE 
SINCE WORLD WAR | 


* 


COUGHLIN 
MANUFACTURING CO. 


Originators and Pioneer 
Manufacturers of Roll Leaf 


697-699 E. 132nd ST. NEW YORK, N. Y. 





Pity the poor 


production man! 


F THERE'S one person in the publishing house who knows there’s 
a war on, it’s the production man! In the picture above, observe 
him in action, attempting to secure a certain shade of red cloth 
to match something that the Juvenile Editor has in mind and about 
which she has pretty firm convictions—about halfway between 
Helena Rubinstein’s “Cochinelle” and the color of a two-cent stamp. 


As for us (we’re on the other end of one of those wires) we’re 
doing our darnedest to help out. Holliston, fortunately, has con- 
tinued to reserve a substantial part of its production facilities for 
the book trade. But we can’t work miracles. As far as we can, we’re 
supplying cloths as requested, or close matches; or are suggesting 
acceptable substitutes. These are shipped either out of existing 
stocks at our three mills, or are allocated out of future yardage 
scheduled for immediate production. BUT—the latter gets more 
and more unpredictable daily, and the situation will remain that 
way as long as the government’s war demands for cotton fabrics 
continue to be as extensive and imperative as they are at present. 


So... if your P.M. gives you blue instead of red on that next book, 
be a good sport and like it, will you? 


THE HOLLISTON MILLS 
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Vill there be enough book cloth? 


"Tue soox-cioru situation 18 
worse than it need be, and is beginning to take on a 
quecs complexion. 

The enforced reduction of paper tonnage has a negligi- 
ble effect on cloth consumption. If something isn’t done 
soon. cloth houses will be the censors of the nation’s 
books, for it will be their task to decide to what publish- 
ers they will sell the available quantities of cloth. 

Cut another small percentage of supplies of civilian 
handkerchiefs and shirt-tails, and the book-cloth situa- 
tion can be saved. Rubber-stamp army mattresses in- 
stead of affixing cloth labels, and the bookcloth situation 
will be aided enormously. But continue under the pres- 
ent allocations of gray goods, and soon even the armed 
forces will go begging for technical books, their most 
precious weapon this side of the battlefield. 

\'ngland’s experience has shown what American book 
manufacturers know to be a fact—that if publishers turn 
to paper bindings as a substitute for cloth casebinding. 
there will develop the tightest bottleneck in the history 
of the industry. For the two binding styles are turned 
out in different kinds of plants, and the switch would 
subject books to extremely long delays or even to the 
hazard of their never being completed. 

Such are some of the well-founded fears now disturb- 
ing the more alert publishers and manufacturers. The 
answer lies in Washington. Perhaps a more careful 
scrutiny of some of the other uses to which gray goods 
are being put would reveal a way to allot more for book- 
cloth manufacture. The first step in this.direction was 
the action of the WPB on June 1 in cancelling all out- 
standing preference ratings for textiles except those for 
military and governmental needs (Order M-328). This 
at least leaves a free market for all other users of tex- 
tiles, and puts an end to misuse of existing priorities. 


outlook doubtful 


Last mMontu BsBP queried producers of book cloth 
regarding current and future supplies; a digest of the 
responses follows: 

\ll the cloth manufacturers shared the view that the 
book cloth future is both hazy and far from rosy, and 
most reported that inventories were either gone or van- 
ishing fast. Despite the fact that many of the makers 
of starch-filled cloths reported they are making from 
50% to 125% more cloth than in 1940, the production 
of books is so much greater that the increase in cloth 
manufacture hardly makes a dent. 
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Grades and colors reduced as inventories 
shrink; book-cloth industry should re- 
ceive greater allotment of gray goods 


Pyroxylin cloth is being produced but at only a frac- 
tion of the 1940 production—10%, one manufacturer 
reported—and nearly all of it goes for high-rated mili- 
tary uses. One firm said that it has not been able to 
secure any gray goods for the third quarter of this year, 
and the outlook for the final quarter is doubtful. 


In addition to shrinking inventories, several manu- 
facturers have eliminated several grades and colors, 
notably C, C-1, D, and E, to cope with the shortage of 
raw materials. Pyroxylin manufacturers are able to 
supply material only on high priority ratings. 


lighter colors available 


Wuite no book-cloth manufacturer reported any evi- 
dence of hoarding, some voiced a warning that its prac- 
tice, if discovered, would cause them to refuse to fill any 
orders from the guilty firm. [At any rate, the WPB re- 
strictions on stock inventories contain severe penalties 
for supplies over 60 days’ usage.—Ep.] The industry is 
too patriotic to need further warning, and too realistic to 
miss the point that hoarding would only make matters 
worse. There will be no black markets in book cloth. 


For the most part, only lighter colors are available 
in the remaining grades; but in these, too, stocks are 
running low and inventories may soon be exhausted. 
(However, one firm said that when dark colors were 
urgently needed for sets or other large orders, it was 
possible to make them up on order.) 


The greatest shortage of all is in the basic material 
from which book cloth is made—cotton gray goods. Ex- 
perts in this field are already discussing among them- 
selves the prospects of a “rationing” or allocation of the 
available supply. In other words, after the needs of the 
military have been filled, the remainder will be doled 
out to finishers, such as book-cloth manufacturers, in 
proportion perhaps to the essentiality of the end product. 
The inference is that publishers would have to prove the 
need for each and every book before cloth to bind it 
could be obtained, as discussed earlier in this article. 
Not only the gray goods, but dyes and other raw ma- 
terials used in the finishing are scarce, complicating an 
already difficult situation still more. 

Asked whether orders should be concentrated in a 
few grades or spread over many, with one exception the 
cloth manufacturers preferred the former. The excep- 
tion to this read thus: “We do not recommend concen- 
trating purchases on a few grades or colors, nor can we 
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specify“any policy on the part of the buyer which will 
help the present situation other than offering the advice 
to be guided by your source of supply and to be ready 
to accept the nearest item obtainable to the one desired 
or required for the job.” 


advance planning urged 


Ir HAs BEEN a long time since publishers were able to 
order 5000 yards of Shell Pink, and know for a cer- 
tainty that it would be delivered within 10 days. It will 
be a far longer time now before it can be delivered at 
all—at least 3 or 4 weeks, and possibly 8 or 10. Only 
on those groups of qualities and hues on which one or 
two firms have standardized, is there any likelihood of 
faster service. In general, orders are booked for only 
whatever production the mill believes it may be able to 
obtain, or with definite understandings of delayed 
delivery. 

Virtually all the orders which the manufacturers of 
pyroxylin cloths are able to accept have carried high 


preference ratings, which means that after government 
commitments have been fulfilled, these orders get the 
next spot on the production list. For starch-filled cloth, 
on the contrary, there have been few such rated orders 
outside of those received from government agencies, 
Were the book manufacturing industry to be declared 
“essential” it could pass on to the cloth manufacturer 
its priority ratings, which in turn the cloth houses could 
pass on to their suppliers. Until then, the situation wil] 
hardly improve, and at present there is no general 
preference rating for books or book cloth per se. 

Still other points bear upon the situation, according 
to one cloth firm, which points out that much of the 
future availability of the material hangs upon the de- 
mand for cotton cloth for military and lend-lease use, 
price ceilings, re-negotiation of government contracts, 
and the inevitable problem of manpower. Until these 
questions are resolved, the firm suggests that to keep 
out of trouble, orders should be based upon the next 3 
months’ consumption. 


“Orne WWorld” sets production record 


T aus seems To BE A DECADE 
of book production miracles. Many a single title’s sales 
figures display the arithmetical tendencies of a physicist 
chatting about the expanding universe. First there was 
“Gone with the Wind”, then the Air Age Educational 
series, and now the Wendell Willkie epic, “One World”. 
Sales of the latter are racing to surpass those of the 
Civil War saga; Simon & Schuster, publishers of the 
Willkie book, estimated that by June 1 they would have 
printed 1,200,000 copies. 

Ten carloads of paper and about 20,000 yards of 
bookcloth have been used so far. The sales ratio be- 
tween the clothbound ($2) and the paper cover ($1) 
editions is estimated to be about 5 to 1 in favor of the 
latter, chiefly because so many more outlets are available 
for that edition. The book has been on sale since April 8. 

Of particular import is the fact that these are sales of 
an original edition, not of low-priced reprints as were 
the sales of other over-a-million-copy titles during this 
century—and only one or two of these were non-fiction. 

After the first printing of the paper-cover edition 
Simon & Schuster’s production chief and designer, Tom 
Torre Bevans, began to cut. By increasing the type page 
and other means he reduced the book from 96 pages to 
80; paper was cut from 45 to 40 lb. The reduction hap- 
pened to make the book eligible for overseas mailing 
under the 8 oz. limit on soldiers’ mail; actually the edi- 
tion weighs 6 oz. 


two different editions 


THE ONLY ADDITIONAL ECONOmy practiced in the cloth- 
bound edition, in which corners had already been cut, 
was the reduction of the basis weight from 60 to 45 and 
50 lb. It weighs 12 oz., contains 224 pages, 514,” x 8”, 
in a type page of 23 x 34 picas, set in 11 pt. Baskerville. 

The paper-cover, saddle-stitched edition is vastly dis- 
similar. The type—though also 11pt. Baskerville—is set 
in a 20-pica measure, 54 picas deep, two columns, on an 
81,” x 11” page. Four complete sets of plates, all run- 
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ning at the same time, were used to print this edition. 

Four mills, S. D. Warren, N.Y. & Pennsylvania, Ox- 
ford, and Bare supplied the antique stock used for the 
text. H. Wolff manufactures the cloth edition, for which 
8 printings, ranging from 20,000 to 30,000, have so far 
been ordered. American Book-Stratford Press set and is 
printing the inside, and Meridian Press the cover, of 
the paperbound edition, which is bound by F. M. Charl- 
ton Co. Up to May 14, 12 printings running from 50,000 
to 105,000 had been ordered. The total printing order on 
May 14 stood -at 1,105,000 copies. Both books contain 
a brief statement on the manner in which they comply 
with wartime restrictions on paper, metal, and labor. 

Plans have been completed for reprinting the book in 
Chinese, Turkish, and Hindu, and others are in prepara- 
tion for inclusion of the text in a Book-of-the-Month 
Club dividend containing other famous writings. Approx- 
imately 325,000 copies of this will be printed. 

Still another mass merchandising plan is being 
launched by S & S, this time in cooperation with Sears & 
Roebuck. The plan calls for a special series of popular- 
priced books to be distributed by Sears as “The People’s 
Book Club.” 


PRODUCE BOOKS FOR FORCES The armed serv 
ices, too, will get their share of books, under a plan calling 
for the production of 35,000,000 copies of popular fiction and 
non-fiction titles, in pocket size, paper covers, and with a dis- 
tinct reversal of binding procedure. The plan has been worked 
out by a committee from the Council on Books in Wartime and 
representatives of the Army and Navy. The average edition 
will run to 100,000 copies, not less than 50,000. The army will 
get 80%, the rest to be divided among the other services. The 
series includes no educational or technical books. 

To be known as Armed Services Editions, the books will be 
printed on rotary perfecting presses from curved stere0s; 
similar to newspaper production. They will be set two columns 
to a page, and bound along the short edge. Whenever possible, 
the covers will carry illustrations from the jackets of the 
original editions. From 25 to 50 titles will be issued monthly, 
the first group to appear late this month. 
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Lone norep For AND oFT 
predicted, the WPB’s limitation order on wire stitching 
has at last been issued. L-291, which became effective 
May 25, established certain restrictions upon the number 
of staples which might be used, besides establishing an 
over-all reduction for one segment of the trade. Before 
the week was out, it was drastically revised, with the 
over-all reduction covering the entire field. All restric- 
tions as to the number of staples which might be used, 
were rescinded. 

As the order stands now, no person may henceforth 
use more than 70% in any calendar quarter, beginning 
July 1, of the gross weight of stitching wire which he 
used in the corresponding calendar quarter of 1941. 
However, he may in any one quarter use 70% of one- 
quarter of his total usage in 1941, providing that the 
over-all limitation of 70% is observed. This clause en- 
ables a binder faced with a heavy influx of work in any 
one quarter, to “borrow” from succeeding quarterly 
quotas, so long as at the end of the year he has not 
exceeded the legal limit. 

How the wire-user will determine just how much wire 
he used in any given period in 1941, will be up to his 
own ingenuity to figure out. 


original terms stringent 


For THE sAKE of the record, the following are the terms of 
the original order, which was revised following the flood of 
protects over its provisions. It should be kept in mind that 
THESE ARE NO LONGER OPERATIVE ! 

On and after the 25th day of May 1943, no person may 
employ: 

(1) Any stitching or bookbinder wire for the commercial 
binding of printed matter or blank paper having a content of 
12 pages or less. 

(2) More than one stitching wire for the commercial binding 
of printed matter or blank paper, except: 

i) In the case of side-stitch bindings, two stitching wires 
may be employed when the production bulks in excess of 1”, 
provided the binding edge thereof, after trimming, exceeds 8”, 
or provided the binding edge thereof, after trimming, exceeds 
5”, and no adhesive is employed. 

(ii) In the case of saddle-stitch binding, two stitching wires 
may be employed when the production’s binding edge exceeds 
101," after trimming and the content is in excess of 32 pages. 

Special restrictions. (1) The provisions of this order shall 
not apply to the employment of stitching wire in the commer- 
cial wire stitching of “edition” bound books (not pamphlets), 
educational “workbooks” and “manuals.” In such productions, 
however, the employment of stitching wire shall be limited to 
70% of the gross weight of the wire consumed in the above- 
named products by the same person during the calendar year 
1942 

(2) Stitching and bookbinder wire shall be employed in the 
binding of calendars, calendar pads and desk and/or memo- 
randum pads only as specified below: 

(i) One wire stitch for calendars which consist of 3 or 
more hanging sheets. 

(ii) One wire stitch for calendar pads not exceeding 6” in 
length; two wire stitches for such pads which exceed 6” in 
length. In no event, however, shall stitching wire heavier than 
28-gauge be employed in such binding. 

(iii) One wire stitch for desk and/or memorandum pads 
which do not exceed 4” in length on the binding edge, and 
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Wee usage cut to 70% of 1941 





two wire stitches for such pads which exceed 4” in length on 
the binding edge. 

Appeals from the order must be filed in triplicate, referring 
to the particular provision appealed from,-and addressed to 
the War Production Board, Printing & Publishing Division, 
Washington, D. C. Ref. L-291. Violations are punishable by 
fine or imprisonment, and such persons may also be prohibited 
from obtaining or using stitching wire. 


Additional important orders, appointments, etc., emanating 
from Washington follow: 


APPOINTMENTS Following the resignation of W. G. Chand- 
ler and E. W. Palmer as Director and Deputy Director, re- 
spectively, of the Printing and Publishing Division, WPB, H. 
N. Bitner was appointed to Chandler’s Post. Palmer is now a 
colonel in the Adjutant General’s office, with supervision of the 
printing and production of all instruction manuals and training 
materials for the Army ground forces. 


LEATHER Cattle hides, except buffings not suitable for 
military or other purposes listed in M-273 (issued February 
17), may no longer be used for binding books. Applications for 
use of such skins as are in inventory must be filed in triplicate 
with the Textile, Clothing, and Leather Division, WPB, Steuart 
Building, Washington, Ref. M-273. Regular goat and kidskins 
are also prohibited, with the exception of imported India-tan 
skins (M-114, revised Dec. 31, 1942). Sheepskins are not 
restricted. 


OBSOLETE PLATES Book printers should have already 
commenced to notify their owners of the obsolescence status of 
all plates on hand, ‘so that the latter may take steps for their 
disposal before July 1, the beginning of the new quarter. If 
no action has been taken by that date they must be reported 
to WPB. Book plates are obsolete and must be destroyed if 
not used in 4 years or if of no assured future use. 


PAPER It is unlikely that any further restrictions on book 
publishing paper will be imposed before October 1, providing 
publishers adhere closely to L-245, W. G. Chandler, director 
of WPB’s Printing and Publishing Division, has declared, cit- 
ing a number of conservation measures already being prac- 
ticed by many publishers. 

Wood pulp supplies continue to be seriously short, the 
typical non-integrated consuming mill having an inventory of 
only about 30 days’ supply. 


PRIORITIES Regional WPB priority offices are authorized 
now to process PD-1A applications for amounts up to $500 
instead of the previous limit of $100. All above the new figure 
must be forwarded to Washington. 


TISSUE Japanese tissue, frequently used in mending book 
pages, is now under strict control of Limitation Order L-127. 
Persons who on or before May 20 had more than 4 reams in 
inventory must have filed with WPB a triplicate report of in- 
ventory on May 13 in both reams and pounds, consumption or 
sales since January 1, and the end use thereof. Anyone re- 
quired to file such a report may not use, process, sell, or de- 
liver more than 50% of his inventory, except as specifically 
authorized by WPB. 


TRANSPORTATION Drastic reduction of deliveries and a 
40% reduction of truck mileage was made by ODT in the 
gasoline rationing area effective May 24, by extending from 
June 30 to July 25, the valid period for second quarter “T” 
gasoline rations. Operators should commence cutting mileage 


immediately in order to make the available coupons last. 


through July. 
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HBook printing with plastic plates 


N ow ruar THEY'RE ovT or 
the experimental woods, plastic plates—already tested 
and proved satisfactory in commercial printing and news- 
paper advertising—are now undergoing the initial tests 
and comparisons preliminary to their acceptance as a 
book printing medium. Press manufacturers are already 
studying their future with an eye to redesigning presses 
to suit their use. Further, plastic plates have the WPB 
Conservation Bureau’s approval as a method of con- 
serving valuable metal. 

At present the Bakelite Corp., which has pioneered 
in the plastic plate field since 1911, when it commenced 

‘its experiments, is supplying plastic plate molding ma- 
terial to numerous electrotyping and rubber platemaking 
firms which have converted equipment to manufacture 
the new plate. 

Makers of these plates set forth as their chief ad- 
vantages: their light weight (8 plastic plates equal the 
weight of a single electrotype of the same dimensions), 
speed of production, ability to reproduce any screen as 
well as type and line subjects, and the feasibility of 
making replacement plates quickly in the event of dam- 
age, wear, or rush reprint orders. 


can file matrices 
ONE OBJECTIVE is yet to be attained: conversion of 
enough existing electrotype or mat molding equipment 
to reduce or eliminate the distance which forms must 
be trucked for molding and return to the shop. This is 
gradually taking place. 

As with electrotyping, 4 average book pages may be 
molded at one time. One plastic platemaker reports that 
the cost of making the plates is about the same as that 
of producing stereos, and much less than for electros. 

One of the major advantages claimed for plastic plates 
is the ease with which duplicate plates of each form may 
be molded from the original matrices. These may be 
kept on file indefinitely, in the events of reprint orders 
or batters on press. Filing these matrices for such possi- 
bilities will save more than half the cost of having new 
molds made from original forms. In the event reprint 
orders are received it is necessary merely to mold a full 
set of new plates from these original matrices, from 
which clean sharp impressions may be secured. In the 
case of batters, a new plate can be molded and installed 
in much less time than is required to make corrections or 
patches on the electro. 


process is simple 


THE MOLDING is done on direct-pressure molding presses 
having heated platens, as well as on rubber-plate, stereo- 
type-mat, and lead-molding presses, which have been 
converted for such use. The platens should be either 
steam or electrically heated to a temperature of about 
300° F. 

The process consists of a series of steps that combine 
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Quick replacement, less makeready and ink 
consumption are reported; process com- 
bines stereo and electro molding techniques 


certain stereo- and electro-molding techniques. The first 
step is to coat the original form—type and/or engrav- 
ings—to be molded, with a colloidal graphite lubricant. 
The form is then placed on the bed of the molding press, 
protected with the necessary bearers of the proper 
height, and covered with a sheet of the Bakelite molding 
material into which the surface of the form is to be 
impressed. This material, the matrix sheet, is a ther 
mosetting (heat-setting) plastic in sheet form composed 
of phenolic resin combined with certain fillers. Atop 
this is placed a thin sheet of steel, as protection. 

The press is closed by a special technique and thus 
the form is impressed in the matrix material for a period 
of 8 minutes, which permits the resin to permanently 
harden or “set.” Then the press is opened, and the 
matrix sheet removed from the type form. It is now 
ready for molding the final plate. 


4 pages in I 1/2 minutes 
THe matrix is covered with the proper quantity or 
“charge” of molding material, a thermoplastic compound 
of the Vinylite type. This powder is leveled off over the 
surface of the matrix and an insulating blanket of the 
same material as the matrix placed over the whole. 

Once again the form is returned to the press, this 
time for only 2 minutes, in which time the powder 
solidifies as, under 1200 lbs. pressure per sq. in., it is 
forced into every cavity of the matrix. When the time 
is up, the press is opened and the entire assembly trans- 
ferred to a chilling press for one minute while the plate 
hardens under the lowered temperature. This is nothing 
more than a light press built of two platens and a 
pressure screw, similar to a bookbinder’s press, except 
that it has water-cooled platens. 

After the plate is cool it is separated from the matrix. 
It may then be beveled for patent base or mounted on 
wood—it is easily nailed. 


machinery hard to get 


Estimates of material cost prepared by the Bakelite 
Corp., which is now selling the materials from which 
plastic plates may be produced, quote a figure of 2/‘¢ 
per sq. in. for matrix and plate material together. For 
subsequent plates molded from the same matrix, this is 
reduced to 1/3c. On a press having a 24” x 30” platen, 
a working space for book page molding of 324 sq. in. 
is available. On such a press, if used exclusively for 
plastic plate molding, a maximum production of 120 
book pages per hour can be maintained, based upon 4 
pages, 5” x 8”, molded at a time. 

At present, the likelihood of securing the machinery 
necessary to install a complete plastic plate molding de- 
partment is problematical. It is estimated to cost in the 
neighborhood of $5000 for a press such as that described, 
and not many such are available. However, as pre- 
viously mentioned, there are almost 40 platemakers 
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throughout the country equipped to do this work. Most 
of them are located within close enough range of the 
large book publishers and manufacturers to render the 
problem of transportation of forms not too difficult. 
Any number of plates may be molded from the Bake- 
lite plastic matrix, and the matrices themselves may be 
stored indefinitely without deterioration. Stereo mats 
may even be molded from the finished plate if desired. 


reduce makeready and ink 


Runs or up To 225,000 impressions have been made 
from these plates on flatbed presses with no appreciable 
ipparent when the run was completed. Experi- 
ments in book printing have already produced satisfac- 
tory results for runs of over 5000. Facing page 34 will 
be found an insert printed by the North River Press, 
N.Y.C., from plastic plates with a total run of well over 
that figure, and the illustration accompanying this article 
is a plastic plate molded by Bakelite for BaBP from a 
120-screen halftone, and printed with no special make- 
ready along with the rest of this form. 

The North River Press, which is known also for its 
pioneering work on rubber plates, is one of the first 
firms to experiment with plastic plates for book work 
since the recent improvements were made in the process. 

Using the same equipment as for the making of 
rubber plates, they are making plastic plates which are 
not only perfectly flat, but by the use of special equip- 
ire shaved to a uniform thickness. These precision 


wear 


ment 


Molding assembly ready for press 


methods, it is claimed, will assure the manufacture of 
plates that will enable the book printer to reduce the 
makeready time to a minimum. 

First experiments have indicated that plastic plates 
have a peculiar affinity for ink, and reduced ink con- 
sumption is reported. 

Lockup for molding is much the same as for electro- 
typing but high material must be used without employ- 
ing wood. Special page guards will be supplied to com- 
posing rooms similar to those now used but especially 
designed to hold the plastic material within certain 
bounds. 


Mh acmillan wins textbook award 


T ne Macmittan Company 
last month was adjudged winner of the 1943 Award of 
the Textbook Clinic of the American Institute of 
Graphic Arts “for progressiveness in textbook design 
and manufacture.” This was the fourth annual award 
presented by Booxsinpinc & Book Propvuction, and 
took the form of a framed certificate lettered in calli- 
graphic style by Edgard Cirlin. The selection was made 
by the “60 Textbooks” jury, consisting of William 
Gleason (Colonial Press), F. Ronald Mansbridge (Cam- 
bridge University Press), Joseph L. Wheeler (librarian, 
Pratt Library, Baltimore), and George Wolfson (Artists 
& Writers Guild). Previous winners of the BsaBP 
Award were Ginn & Co., American Book Co., and 
Houghton Mifflin Co. (Certificate reproduced on p. 61.) 

The jury selected its 60 outstanding textbooks (listed 
on ». 29 from the 396 entries of 50 publishers. All 
werry manufactured during the 12 months preceding 
March 15, 1943, and were chosen on the basis of physi- 
cal excellence throughout, choice of materials, typo- 
graphie design, and successful presentation of the text. 

'ollowing the June 4 preview for Clinic members, 
the hooks were placed on display in the Teachers’ Refer- 
ence Room at the 127 E. 58th St. branch of the N. Y. 
Public Library, where they may be seen for the rest of 
the month. Appearances in other cities will be an- 
nounced. 

_ Only 22 publishers are represented in the show, the 
jury preferring—it declared—to select what it con- 
sidered the 60 best textbooks of the year without regard 
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to how many or how few publishers emerged from the 
competition. In number of books shown, Heath and 
Houghton Mifflin came out ahead with 8 each, closely 
followed by Harcourt, Brace and Macmillan with 6 each, 
Harpers with 5, and Dryden Press with 4. 

Accordingly the designers mentioned in connection 
with the greatest number of titles are: Ronald Murray 
and Natalie Norris, 8 each; the Macmillan staff, 6; 
Daniel Bradley and Robert Josephy, 5 each; Stanley 
Burnshaw, 4; and John Begg and Howard Clark, 3 each. 


Baskerville leads again 


Five TYPEFACES account for the texts of two-thirds of 
the 1943 exhibit, 18 having been set in Baskerville alone. 
Next in order come the Garamond family (including 
Granjon) with 8 titles and these individual faces: Cale- 
donia and Janson, 6 each; Electra and Granjon, 5 each. 

The following manufacturers were responsible, in 
whole or in part, for three or more of the 60: Plimpton 
Press, 9 (set 1, bound 1, set and bound 1, printed and 
bound 1, completely manufactured 5); Norwood Press, 
8 (set 2, printed and bound 3, mfd. 3); Quinn & Boden 
Co., 8 (complete); Riverside Press, 8 (printed 1, mfd. 
7); Haddon Craftsmen, 7 (set 2, bound 1, mfd. 4); 
Western Printing & Lithographing Co. and H. Wolff 
Book Mfg. Co., 3 each (printed and bound 1, mfd. 2). 

George Hornby (Artists & Writers Guild) headed the 
“60 Textbooks” exhibition committee, which included 
Margaret Howser (Mademoiselle), Frank R. Sloan Jr. ° 
(Norwood Press), and John Woodlock (W. W. Norton). 
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Davey Notes on Bookbinding & Publishing 


Excerpts from the 
history of the 
Graphic Arts , 





president Calvin Coolidge, who sel- 
i dom went in for embellishments of 
any kind, had a specially embellished 
book plate design picturing his early 
Vermont home against a patriotic back- 
ground. 





W hittier’s poetic pen got the mild- 
mannered author in trouble on 
one occasion when a mob burned down 
his printing plant in Philadelphia be- 
cause of his printed remarks. 


shristopher Plantin started book pro- 
duction on a big scale in the 16th 
century, printing volumes of artistic 
merit the masses could afford. He is 
probably the first printer to make mass 
book production an artistic success. 


Over 100 years ago, Davey Board con- 
tributed to big scale book production by 
introducing a binders board of standard 
quality and dependable thickness. 


An Excerpt from 


“100 Years of Books” 
Davey Leadership 


we 4 n outstanding enlargement of 
4% mechanical process was the ac- 
complishment of the Davey Mill at Jer- 
sey City in 1911. That year Davey in- 
troduced the ‘wet cylinder’ machine of 
over 100” width, together with the first 
automatic cutoff and the first roll table. 
Up to that time the board had been 
taken off the making roll by hand. 
“Pioneering again as late as 1939, a bind- 
ers board machine of 125” in width and 
an automatic piling table with many ex- 
perimental mechanical and electrical 
contrivances were installed. This far- 
sighted step met with complete success 
and may well, at some future date, play 
a revolutionary part in any further de- 
velopment in the art of binders board 
production.” 
The past century of book progress 
with Davey Board comprises Amer- 
ica’s most eventful epoch in book 
publishing. The story is told in a 
celebrational volume, “100 Years of 
Books.” Write on your firm’s sta- 
tionery to the Davey Company for 
a copy of it. 


THE DAVEY COMPANY 
Makers of 
DAVEY Binders Board 
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164 Laidlaw Avenue Jersey City, 8, N. J. 
Distributors in All Principal Cities 
Mills at: Downingtown, Pa. Jersey City 8, N. J. 
Canadian Representative: The Brown Brothers, Ltd., 
Toronto, 2 
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40c MINIMUM SET; COVERS ALL BINDERIES 


The long awaited minimum wage ruling of 40c per b ycs 
for the graphic arts industry of the nation was issue - 
, 95, to take effect June 14. The order is a result of the 
Fe cpcoiistians of the Industry Committee appointed bia 
fall to discuss the matter, and covers practically — p - 
of the entire printing and publishing industry. It is ev imate 
that some 45,000 workers will be affected by the order. a 
Few if any book manufacturing employees will receive 
increases in pay, as @ result of the order, as the majority are 
now paid over that figure for a 40-hour week. en 
The definition of the industry as set forth in the order, 
s follows: 
a apressing, stamping, or transferring on paper or other 
materials, of any mark, character, or delineation, through the 


yse of ink, color, or graphic art processes, as well. as any 
preparatory or finishing operations related thereto. 
a. It includes, but without limitation, _the printing and 
publishing of newspapers, books, periodicals, maps, music, 


and all other products or services of typesetters and adver- 
tising typographers, electrotypers and stereotypers, photo- 
engravers, steel and copper plate engravers, commercial 
printers, lithographers, gravure printers, letter shops, de- 
calccinania manufacturers, private printing plants of con- 
cerns engaged primarily in other business, book and pam- 
phlet binders, trade binderies, and news syndicates. 

b. The printing of printed forms, blank books, stationery, 
tablets, calendars, announcement cards, greeting cards, and 
the like is included within this definition only when per- 
formed in ‘job printing establishments’ (as this term is 
used in the wage order for the Converted Paper Products 


Industry). % é 
“PROVIDED, HOWEVER, that this definition shall not in- 
clude the manufacture of products which are covered by a 


wage order heretofore issued by the Administrator of the 
Wage and Hour Division, business service establishments not 
engaged in printing or publishing operations, nor the produc- 
tion of motion pictures, blueprints or photographs, except pho- 
tographs made in establishments engaged in the production 
of the articles or services covered by this definition. ; 

“The definition of the printing and publishing and allied 
graphic arts industry covers all occupations in the industry 
which are necessary to the production of the products or 
services specified in the definition, including clerical, mainten- 
ance, shipping and selling occupations; provided, however, 
that where an employee covered by this definition is employed 
during the same workweek at two or more different minimum 
rates of pay, he shall be paid the highest of such rates for such 
workweek unless records concerning his employment are kept 
by his employer in accordance with applicable regulations of 
the Wage and Hour Division.” 


WAGE-HOUR LAWS RELAXED Ohio _bookbinders 
may now employ women and minors for longer work weeks, as 
a result of the passage of a state law relaxing hour limitations. 
Both may work 50 hours weekly, or 10 hours a day. Girls of 


18 and boys of 16 may be employed for 48 hours. The new 
law will become inoperative when the war ends or on April 1, 
1945, whichever arrives first. 

The imposition of the 48-hour week is producing varied reac- 
tions from Baltimore binders. The action taken by Frank J. 
Howard was reported in the May issue (p. 42). BsaBP now 
learns that Moore & Co. has filed an appeal to be released 
from operating under the increased work week, as they found 


that the inereased operation would not release a single man 
for deiense work. The firm, which operates a single unit shop, 
has already lost 5 men to the services and is hard put to it to 
keep up with the work. 

On the other hand, The Albrecht Co. is complying with the 
regulation, although it too has lost several men to the services, 
and inds the overtime costly. In any case, all are working 
harder and longer to get out the work with the depleted force. 


NEW CONTRACT A new contract with the women’s 
union, Local No. 43, International Brotherhood of Bookbind- 
ers, has been completed as a result of negotiations between the 
union and the Edition Bookbinders Assn. of N. Y., and is 
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awaiting WLB approval. ‘The new contract will be retroactive 
to June 1, when it goes into effect. 


DETROIT LABOR At a noonday meeting in the Old 
Wayne Club on May 20, the Master Bookbinders and Finishers 
of Detroit discussed and expressed approval of a new setup 
proposed by William F. Sage and Howard Hill, both of the 
Commercial Bindery, to overcome or alleviate the labor short- 
age that is now handicapping most plants, particularly those 
in industrial areas, such as Detroit, where about every indi- 
vidual who can walk, talk, or use his hands, has been absorbed 
in the munition plants. 

Sage and Hill have considered the plan for the last several 
weeks from every possible angle, and are assured it is work- 
able and will produce the desired results. The aim is to apply 
to the Detroit Board of Education for cooperation in the 
trying out of girls, say from 15 to 18 years of age, for table 
work in the binderies, after school, for a period of 4 hours 
a day and perhaps 8 hours during vacation. The Board of 
Education, however, will be in close contact, and have a 
voice in deciding which individual youngster is adaptable to 
the task he is designated to perform. It is expected that some 
will not be capable of handling any of the tasks the binders 
might require, and hence would have to be eliminated. 

Furthermore this plan must be worked out under regula- 
tions of the state laws governing the employment of juveniles, 
but it is believed this can easily be accomplished. Apparently 
it is going to be an expensive proposition, as the youngsters 
will be paid while being tried out. Nevertheless the employing 
hookbinders are considering it with enthusiasm and _antici- 
pating gratifying results. 


NEW JOB FOR PALMER ‘he important task of super- 
vising the revision, manufacture, and distribution of all Army 
training material has been entrusted to E. W. Palmer, now a 
colonel in the Adjutant-General’s office of the War Dept., and 
working directly under Col. Horowitz, chief of the Army 
Service Forces Publication Review Board. To accept the post, 
Palmer resigned last week as Deputy Director of the Printing 
& Publishing Division, WPB, with which he had been associated 
since November 1941, when that division was being organized 
under the OPM. 

Long considered one of the most able men in printing and 
book production, Col. Palmer was roundly praised on the floor 
of both the House and the Senate when announcement was 
made of his transfer. The Congressional Record contains a 
full page outlining his career, as related by Sen. Stewart of 
Tennessee. 

Wm. G. Chandler, director of the division, also retired last 
month in order to go back to his post with the Scripps- 
Howard newspapers. Harry M. Bit- 
ner, publisher of the Pittsburg Sun- 

Telegraph, who has served with the 
WPB since March, has taken Chand- 
ler's place. on pages 47 and 50 
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Jordanoff’s Illustrated Aviation 
Dictionary—A PRODUCT OF THE 
HADDON CRAFTSMEN, INCORPORATED 


Jordanoff’s Illustrated Aviation Dictionary, published by 
Harper & Brothers, New York and London, is a unique 
pictorial dictionary indispensable to everyone in aviation — 
pilots, engineers, mechanics, students, and aviation execu- 
tives. This important book was set, electrotyped, printed and 
bound by The Haddon Craftsmen, Inc., Scranton, Pa. The 
Haddon Craftsmen is one of the outstanding book printing 
and binding plants in the United States — complete from 
composition to binding. This plant, with ample railroad 
sidings, is served by the main line of the Lackawanna Rail- 
road for fast shipment by rail and has trucking facilities that 
insure overnight delivery to all important Eastern cities. 


Jordanoff’s Illustrated Aviation Dictionary was bound by Haddon Craftsmen in Inter- 
laken’s controlled, Special Vellum De Luxe Flaxen, Blue, which was completely manu- 


factured, from the cotton bale to the book, at Interlaken Mills. 


SALES OFFICES 
New York, 21 East 40th Street 
Boston, Statler Office Building 








INTERLAKEN MILLS 


Harris Mill Dye Works 


FISKEVILLE, RHODE ISLAND 
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NG HERE We've en- 
joyed plenty of unrationed literary meat 
recently, in our perusal of “The Story 
of Meat.” Published and produced by 
the great packing concern of Swift & 
Co. it’s one of the few bookvertisements 
roduced in a private plant. 

Already bookvertising-minded — Swift 
issued “The Meat Packing Industry in 
America” some years ago— it agreed to 
publish “The Story of Meat” when ap- 
proached by the N.Y.C. Food Trades 
Vocational High School with an idea 
for such a book. They stipulated only 
that it be written by experts as an ob- 
jective history of the industry and not 
of the company. The book was planned 
for textbook service in vocational 
schools, meat-cutting classes, and for 
students in certain distributive trades. 

Distribution has been made gratis on 


7 request to vocational schools, students, 


and others concerned with the meat in- 
dustry; for the general public a charge 
of $1 is made. Swift likewise honors all 
requests from servicemen who can use 
the book in line of duty. Since publica- 
tion in 1939 the book has witnessed an 
over-all demand so great that 15,000 
copies have been disposed of, and a third 
edition is being readied. 

“Tue Srory or Meat” (292 pp., 534” 
x 73,"): printer, Swift & Co., Chicago; 
binder, Spinner Bros., Chicago; stock, 
Dejonge Art Mat enamel; cloth, Inter- 
laken Arco, light brown; end sheets, 
Cheviot Mimeo, tan, offset-printed by 
Swift; type, Mono. Baskerville. 


THE 3 M’s To provide their presi- 
dent with some of the office luxuries to 
which they felt he was entitled, asso- 
ciates of Franklin G. Smith, president of 
the Osborn Mfg. Co., Cleveland, had to 


wait until he was out of town. Reason: 
Mr. Smith was a plain man who wanted 
nothing his men didn’t have. That’s the 
sort of executive and his company Julian 


Street describes in “Men, Machines, and 
Morals,” published by Denison Univer- 
sity Press, Granville, O., of which Mr. 


Smith is a director—on the 50th anni- 
versary of both Mr. Smith and his firm. 
The book was written at the sugges- 


tion of the Griswold-Eshleman Co.—ad-' 


vertising counsel for Osborn, manufac- 
turers of industrial brushes, molding ma- 
chines, and conveying equipment—that it 
would be an excellent method of com- 
memorating that occasion. The famous 
author's services were obtained, and the 
book proved an instant hit with the 
many business executives to whom it was 
sent, best attested to by their letters of 
commendation. 


“Mex, Macuines, anp Moras” (80 
PP» 41," x 8”): printer, Yale University 
Press; binder, Boston Bookbinding Co.; 
stock, Curtis special text; cover, Hurl- 
but Shadowmould gray-green paper 
sides, Holliston Lyntint natural spine: 
stamping, black ink; type, Mono. Bembo. 


PERFECTO BV Put down that El 
Caballero for a second and list to the tale 
of & modern bookvertisement that de- 
scribes the ancient and honorable back- 
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ground of that very cigar you’re smoking. 

The Cigar Institute of America is 
about what its name implies—a body of 
representative cigar manufacturers in- 
terested in seeing that their products are 
successfully sold to the public, without 
prejudice or favor for any one brand. 
Its investigations revealed that too few 
cigar store owners or clerks were con- 
tent to do more than loll on the counter 
while the customer made up his mind, 
then mechanically hand him the cigar of 
his choice, and ring up the sale. The 
Institute set out to correct that condi- 
tion, and one result of their labors is 
“The Story of Cigars,’ a behind-the- 
scenes presentation and sales promotion 
manual that quadrupled itself from the 
40-page pamphlet originally planned into 
a 160-page book. 

The book was distributed gratis to 
members of the Institute and to those 
cigar stores cooperating in its mer- 
chandising program, but sold at $2 to 
those not so affiliated. Two editions 
were published, totaling 25,000 copies. 


“Tue Story or Cicars” (160 pp., 51/,” 
x 734”): printer (offset), Geffen, Dunn 
& Co., N.Y.C.; binder, Russell Rutter 
Co., N.Y.C.; stock, American Writing 
Paper Opaque; cover, offset-printed 
American, Herculean cover, over boards; 
type, Lino. Bodoni. 


BLACKOUT BOOK = Here’s some- 
thing that should challenge publishers’ 
ingenuity! Printed in part from lumines- 
cent materials, which enable it to be 
read in the dark, it ought to prod some 
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book designer into planning a whodunit 
in which certain chapters might be read 
only at night! 

We're talking about “Under Cover of 
Darkness,” which was produced recently 
for the General Luminescent Corp., man- 
ufacturers of radio-active, fluorescent, 
and phosphorescent chemicals. Until the 
war this was an almost unknown field 
with few applications. The development 
of night bombing and tank warfare, how- 
ever, led to its introduction on a wide 
scale for instrument panels, bomb sights, 
compasses, etc., instead of relying on 
incandescent lighting. 

The book contains a number of panels 
pri.ted in the Lumi-Tone process which 
become luminous when activated by day- 
light, ultra violet, or incandescent illu- 
mination. These were printed in a special 
adhesive on letterpresses, after which 
the luminous powder was dusted on. 
Five hundred such books were produced 
under the direction of Cruttenden & Eger, 
the company’s advertising agency. Each 
was numbered with a special luminous 
panel, also hand-tipped in. 

The purpose of the book was to detail 
to the comparatively limited field of 
prospects, just how these materials ap- 
peared in use. Company engineers per- 
sonally distribute them to the various 
customers, when service calls are being 
made to demonstrate the material. 

“Unver Cover or Darkness” (28 pp., 
834,” x 1134"): printer, W. H. Wilton & 
Co., Chicago; binder, Brock & Rankin, 
Chicago; stock, Oxford Polar Superfine 
Enamel; cover, printed paper over boards. 
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A BV bevy of anniversary, textbook, and behind-the-scenes leaders 
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Rare Books: 


“The Present State of Great 
Britain” was published by 
John Chamberlayne, Lon- 
don, in 1737 (five years 
after the birth of George 
Washington). It is bound 
in brown calf, embossed, 
and carries at the end a 
page of book advertise- 
‘ments, which at that time 
began to be a custom of the 
book market. (Courtesy of 
New York Public Library, 
Rare Book Section) 


Within a hundred years after the above book first appeared, books 
were being bound in Fandango Binders Board. Its use ever since 
then grew as the craft found that Fandango Board afforded sturdy 


and durable protection to books bound with it. Fandango Board is 
dense,—and seasoned! 








S SINDeRs FANDANGO MILLS 


BOARD MILLBURN, N. J. 


“Makers of Quality Binders Board for More Than 100 Years!” ® 


BOOKBINDING AND BOOK PRODUCTION 
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INTRODUCING TWO BOYS 


ROBERT J. CUMBERLAND got up from 
the table with all the air of an early Christian martyr 
ready to be thrown into the arena. He had just done 
honor to a substantial lunch. And what appeared appro- 
priate under the circumstances was a long, peaceful nap. 

“But,” announced Bob to the world at large, “guess 
I'll go and put in a whole afternoon of study.” 

There was a lot of emphasis in that “but.” Yet neither 
of his parents seemed particularly impressed by the 
nobility of his purpose or distressed by the hardships it 
involved. And Bob, having lost any hope of being dis- 
suaded, marched off with a certain dignity toward his 
room. 

It was that sultry hour of the early afternoon when 
everybody on the equator recoiled from exertion. And 
the only time when the Congo River would see an occa- 
sional crocodile dare to venture up to the pier of Allied 
African Airways, past the isolated house of Mr. Samuel 
L. Cumberland—the A. A. A.’s General Manager—even 
up the three miles of molten pewter waters which 
stretched between the gigantic airfield created by Bob’s 
father and the little town of Stanleyville, capital of Bel- 
gian Congo’s Oriental Province. 
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ADVENTURE IN BLACK AND WHITE 





Upon reaching his room, Bob yawned with gusto. 
And before sitting at his desk he let his gaze wander 
leisurely out through a screened window. His eyes barely 
noticed the sparse garden which divided the house from 
the gleaming white ribbon of the road connecting the 
airfield with Stanleyville. They skipped over the narrow 
strip of baked ground beyond the road. And, absent- 
mindedly, they took in the immense expanse of the 
Congo River. 

Suddenly Bob’s attention was attracted and held by 
the sight of a mossy log. 

It looked like a thousand other pieces of. wood Bob 
had seen transported by the current during the sixteen 
months since his family had come from America. Yet it 
was different. This log didn’t quiver and dance as such a 
small object should. Instead, it glided forward with the 
steadiness of something that was part of a much larger, 
submerged something. 

Bob was quick of movement. In a second, he had 
reached for the telescope he had received a few days be- 
fore for his twelfth birthday, lifted it out of its case, 
focussed it. By gosh, his hunch was right! 

“Dad!” he called, rushing into the dining room. 
“Dad! A croc! Let’s go shoot him!” 

“Is this the way you are studying?” Bob’s mother 
began. But she found herself alone. For Samuel L. Cum- 
berland, top-notch executive and aviator as he was for 
the better part of every week, was a fiend for hunting 
whenever he could squeeze in a free hour. And before 
Mrs. Cumberland could say another word, the twe 
males of the family were outside in the broiling sun, 
stampeding toward the river. 





This demonstration of the use of plastic plates for book printing has been 
prepared at the request of Boox Binpinc anp Book Propuction magazine 
by the North River Press. ApvenTuRE IN BLack AND WuireE was published 
by Charles Scribner’s Sons and manufactured at the Scribner Press. The 
text was set in 12 point Linotype Janson. 
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by Frank Myrick 
Associate Editor, B&BP 


S punters, BRUISES, AND 
cuts are costing bookbinders thousands of dollars an- 
nually in time lost, higher insurance costs, and delayed 
production, a BsBP study of hundreds of accident re- 
ports reveals. The losses are not too apparent, because 
many of the injuries are minor, the costs are not directly 
assessed against the firm except in the payment of insur- 
ance premiums, and the time lost is soon forgotten in 
the rush of business. 


Causes? Partly employee carelessness and partly 
management negligence in the upkeep of simple equip- 
ment such as tables, chairs, floors, and use of dangerous, 
makeshift methods in accomplishing routine tasks, such 
as shipping, packing, and moving of stock and books. 


Examination of these accident records reveals an ap- 
palling number of splinters in hands from wooden tables 
not in proper repair nor equipped with splinterproof 
tops; bruises or cuts received either by the operator of 
hand trucks, dollies, and other wheeled equipment used 
to transport stock and finished work, or by other workers 
whom the truck passes; falls over objects left lying in 
aisles, cracks in floors, machinery projections, etc. 

An endless number of injuries are also received in 
unpacking paper. These include paper cuts, lacerations, 
and eye injuries from snapped steel strapping; splinters 
from cases; strains and sprains either received or aggra- 
vated in the attempt to lift heavy or clumsy bundles; 
injuries occurring when piles of paper have fallen upon 
a worker endeavoring to remove some sheets. 


production standstill 


Asipr From the medical expense and payment of com- 
pensation claims, incurred by the insurance company, 
there is another element generally unreckoned with: 
stoppage of work by other employees for varying periods 
of time to find out what happened and to discuss it. Not 
to mention the loss of time by the individual himself, 
which may tie up an entire department. 

Fractures, mashing of fingers and toes, amputations, 
and other more serious injuries are fortunately not so 
numerous, due to the adequate safety equipment with 
which most dangerous machines are equipped, and a 
definite degree of respectful caution practiced by their 
operators, for the most part experienced workers. How- 
ever, even these suffer themselves to become careless 
occasionally, with disastrous results. There have been 
no deaths, though a number of amputations and other 
_— physical mishaps resulting from a moment’s care- 
essness, 

But the majority of accidents reported have happened 
to individuals who have been employed in the plant for 
anywhere from one day to a year. Many take place 
after employees have worked a few weeks, when, feeling 
fairly acclimated to the new job, they possibly relax 
their vigilance. 

It is recommendation of C. F. von Dreusche, sec- 
retary of the N. Y. Printers & Bookbinders Mutual In- 
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Accidents: thieves of lives, $$, and time 


Flood of minor injuries results 
from careless plant housekeeping 





surance Co., that employers should pay greater heed to 


keeping their places of business clean and neat at all 


times. He states that “good housekeeping costs little but 
saves much by way of more efficiency resulting in better 
production and fewer accidents. An orderly, well-kept 
plant soon inspires good working habits in both the in- 
experienced and the careless workers, in addition to re- 
moving many potential falling and slipping hazards.” 

Van Dreusche specially urged that in unpacking paper 
and other supplies, the nails, stripping, and spikes be 
instantly removed, and the lumber piled up neatly. 
Splintered tables should be either repaired or replaced, 
and the place kept well painted. One firm which ex- 
perienced an alarming series of minor accidents, with a 
number of serious infections resulting, saw to it that 
the department heads insisted on “good housekeeping” 
in their respective departments. As a result it enjoyed a 
reduction in its insurance rate, and improved production 
all down the line. 

Two common types of serious accidents are those 
arising (1) from pressboards being improperly applied 
so that the books burst out of the pile while in motion, 
and (2) from improper maintenance of hydraulic lift 
trucks. The fluid is often allowed to run low, with the 
result that the lift mechanism does not function properly, 
and the handle flies up and strikes the operator in the 
face. 

N.Y.C. plants recently experienced a brief wave of 
accidents in the stamping department, frequently due to 
accidental tripping of the machine while dies were being 
set or work adjusted. There have been a few in- 
stances in which folder operators have caught their 
fingers in the rollers; or combination stitcher operators, 
in the drive chain. However, these types of accidents 
were greatly in the minority. The major portion of the 
accidents resulted from carelessness on the part of new 
employees in routine practices which are common in all 
industries. 


study them! 


By A CAREFUL stupy of such accidents, much can be done 
to eliminate them. There should be strict rules about 
aisle space being kept clear, packing and unpacking of 
work and stock, disposal of refuse, and spoiled work. 
Provision of ladders for employees who must climb up 
for stock, etc., instead of rickety chairs, is important. 
In addition, all machinery should be inspected to ascer- 
tain whether it is properly safeguarded, whether there 
are dangerous projections into aisles, whether steps and 
frames are coated with oil, grease, or dirt, whether 
switches and motors are correctly located, and whether 
there is any opportunity for unsafe operation. 

The constant turnover of new help, of course, with the 
steady decrease in their know-how and operating effi- 
ciency, complicates any program of accident reduction. 
However, formation of an employee safety committee 
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and a program revolving around section foremen can do 
much to halt the tide. No difficulty will be experienced 
in securing safety instruction material for their use, for 
virtually all insurance companies, municipal labor de- 
partments, and the National Safety Council will gladly 
provide assistance. 

For example, blanks for the use of company safety 
organizations are provided in N.Y.C. by the Compensa- 
tion Insurance Rating Bureau to enable the organiza- 
tions to recommend changes and see that they are car- 


ried out as well as to report accidents fully when they 
do occur. 


safety committee 


A TYPICAL ACCIDENT PREVENTION ORGANIZATION is in 
full operation in the plant of the H. Wolff Book Mfg. 
Co. It is composed of more than 36 members, with at 
least one member in every department, all wearing 
official safety badges. Headed by Leonard Gentile, 
chairman—a stamper who, incidentally, himself suffered 
an injury to a finger some years back—and William 
Berger, secretary, they meet weekly to review their ac- 
tivities during that period, and again monthly with the 
management to discuss the entire program. 

The duty of making a complete inspection of the en- 
tire plant is rotated among the members, and any 
dangerous practices, conditions, or violations noted and 
reported at the weekly meeting. A file of such reports 
is maintained, with the object of seeing that as many 
items as possible are corrected by the following meet- 
ing. Individual recommendations from employees are of 
course welcome. 

Here is a typical weekly accident and correction re- 
port: Two cases required medical attention—one a worker 
with a sliver of steel wool in his eye, acquired while 
rubbing down covers, and who had let it go too long; 
the second a man whose leg was gouged when he was 
struck by a truckload of stock being hauled by another. 
In addition there was a second truck accident, and one 
caused by a pile of paper falling upon a workman at- 
tempting to remove a few sheets from the top of the pile. 

Some of the recommendations filed called for removal 
of operating switches to locations where they would not 
likely be struck by passing trucks or be near moving 
machinery, installation of guards on two presses, repair 
of a hole in the floor, a ladder for girls working on the 
jacket bins, covering for exposed portions of electric 
motors, and minor repairs on a fire door. The commit- 
tee has found that the plant electrician has made one 
of the best inspectors of the group. 


management approves 


ALL RECOMMENDATIONS are approved by the manage- 
ment, which has followed virtually every suggestion 
offered it. 

Full use is made by the committee of the safety ma- 
terial mentioned heretofore, and rules on smoking and 
on shutting off power before adjusting or repairing a 
machine are strictly enforced. Safety buttons on switches 
and guards are installed whenever indications of danger- 
ous operating conditions are found. 

Wolff has wisely adopted pre-employment examina- 
tion, the method which most industries and insurance 
experts are advocating as the best protection against 
inaptitude for the particular type of work and as a 
check on underlying physical defects which might result 
in accidents. All employees must be examined within a 
week of their hire and, in addition, a full-time nurse is 
employed to treat minor injuries or administer first aid 
in the event of a serious accident. 

The section foreman plays an important role in re- 
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his close observance of the workers under him that he 
can check a dangerous practice before something hap- 
pens. A watchful foreman, for example, will stop a 
feeder on a C&P Gordon style stamping press, who at- 
tempts to jerk a spoiled cover from between the jaws 
without stopping the press. The operator may do it 
successfully a thousand times, but the next time is when 
he loses a hand or several fingers. 


find the reason 


THE FOREMAN should not content himself with stopping 
the practice—he should find out why. Perhaps the em- 
ployee seems to be troubled or day-dreaming: or, if it 
is an attitude of recklessness, the foreman may take 
other steps. Sometimes an appeal to the employee’s sense 
of his ability may be effective; or a day off—to look 
after an ailing wife or child, say—may save many weeks’ 
time otherwise lost later. Sometimes a refreshment dis- 
penser such as Wolff and other industrial plants have 
installed, will eliminate inattention arising from fatigue 
or monotony. 

The first duty of employee or foremar in the case 
of an accident, is to care for the injured person. The 
next is to find out what caused the accident, what rules 
or safety practices were violated, and determine the 
action required to prevent similar incidents. His report, 
or that of the safety committee member in that depart- 
ment, will provide the basis for discussion and correc- 
tion of the cause. 

Intelligent conduct of a safety organization, plus 
management and employee cooperation, and steady clim- 
ination of even the slightest risk, will earn more dollars 
in more days for both employer and employee in any 
type of bindery or book manufacturing plant. Accidents 
not only must be stopped—they can be! 





LBI HONORS VAN DEENE Rejoicing and sorrow 
marked the proceedings of the spring meeting of the Eastern 
Group of the Library Binding Institute, held at the Hotel 
Pennsylvania on May 14. The members celebrated the 30th 
anniversary in business of Gerard B. Van Deene (May BaBP) 
and mourned the death of Arthur E. Wheeler (see p. 50). A 
resolution of mourning was passed and condolences ordered sent 
to the widow and his associates. 

Van Deene received a pleasant surprise when he was in- 
vited to the head of the table at the luncheon after the morn- 
ing session. At the end of the meal, a “birthday cake” in the 
form of an open book, appropriately inscribed, was put before 
him to cut. After the luncheon, Charles L. Elliott, as Chairman 
of the Group, presented him with a beautifully illuminated 
testimonial, which was signed by the members present. The 
wording of the testimonial follows: 


Gerarp B. Van DEENE 
Master-craftsman and bibliophile . . . First President of 
the Library Binding Institute . . . Leader in all co- 
operative efforts for the betterment of our craft. 

On the occasion of the Thirtieth Anniversary of the 
founding of the National Library Binderies in May, 
1913, we, the undersigned fellow—craftsmen and men- 
bers of the 

Liprary Binpine Instirute 

express our admiration and affection and wish you con- 

tinued health, happiness and success in all your enter- 

prises. 

A number of members recalled their long friendship with 
Van Deene, who responded by recounting some of his many 
interesting experiences as a binder. 

The sessions were devoted to a discussion of the latest war 
time developments affecting the industry. Each government 
agency was taken up in turn, Executive Director Pelham Batt 
explaining the newest regulations and answering several ques 
tions. 
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(perating supplies get AA-2 rating 


Stitching wire and some equipment up to 
$500 included in CMP Regulation No. 5; 
simplified certification form provided 





P promuteation or CMP 
(Controlled Materials Plan) Regulation No. 5, and its 
recent amendment, which covers the purchase of main- 
tenance, repair, and operating supplies, has cleared up 
what has hitherto been a confused situation on graphic 
arts supplies. By the regulation, a specific high prefer- 
ence rating is accorded this industry, which may be au- 
tomatically applied to virtually all orders for parts, 
supplies, and equipment covered by the regulation and 
necessary to plant operation. 

Although the order is intended to cover those con- 
trolled materials which are incorporated into products 
which also contain controlled materials, virtually none 
of the end products of the graphic arts contain such 
material with the exception of stitching wire. There- 
fore CMP may not be used—nor is it needed—for secur- 
ing such supplies as paper, ink, glue, cloth, binders 
board, ete. These materials are not subject to either 
allotment symbols or preference ratings. 

Schedule 2 of the Regulation lists the branches of the 
graphic arts covered. They are: printing and publishing 
of magazines, newspapers, and books; loose-leaf binders ; 


commercial printing, engraving, electrotyping, stereotyp- 
ing, photoengraving, lithographing and photolithograph- 
ing, photo- and rotogravure, machine and hand typeset- 


ting, bookbinding, and related industries. This schedule 
accords these industries an automatic preference rating 
of AA-2 and the CMP allotment symbol, “MRO.” 

However, this blanket rating does not altogether allow 
unlimited purchase of such supplies. Paragraph (f) of 
the same order limits such purchase, in each calendar 
quarter of 1943, if more than $5000 annually in aggre- 
gate amount, to one-fourth of the producer’s total ex- 
penditures for MRO supplies during the calendar year 
1942. (Fiseal periods may be substituted for calendar 
periods.) The amounts must further be based upon total 
MRO supplies purchased not on the basis of only those 
which require allotment symbols and/or preference 
ratings. 

In any case, inventory restrictions must be fully com- 
plied with. This requirement inclrdes both the regular 
60-day supply limit imposed by Priorities Regulation 
No. 1, as well as those called for by the various “E,” 
“L,” “M,” and “P” orders which have been promulgated. 
Penalties are severe. 


definitions of M, R,O 


Tue necutation clearly defines what is meant by main- 
tenance, repair, and operating supplies as follows: 

1. Maintenance means the minimum upkeep necessary 
to continue a facility in sound working conditions. Repair 
Means the restoration of a facility to sound working 
condition when it has been rendered unsafe or unfit for 
Service by wear and tear, damage, failure of parts, or 
the like. Neither maintenance nor repair, however, shall 
include the improvement of any plant, facility, equip- 
ment, by replacing material which is still usable with 
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material of a better kind, quality, or design, except as 
in (3) below. 

2. Operating supplies means any materials or prod- 
ucts which are normally carried by a person as operating 
supplies according to established accounting practice and 
are not included in his finished product, except that 
materials included in such product which are normally 
chargeable to operating expense may be treated as oper- 
ating supplies. 

Certain items usually considered as “operating sup- 
plies” may not be purchased with preference ratings, 
either individual or the blanket AA-2-MRO. They are: 
fabricated containers for packaging; printed matter and 
stationery; paper, paperboard, and products manufac- 
tured therefrom; molded pulp products; fuel or electric 
power; office machinery or equipment; special clothing 


.and shoes; automotive replacement parts and mainte- 


nance equipment; cellophane and similar material of 
certain gauges. 

Specific items are included however: stitching wire, 
tying wire, steel strapping, rope, and copper for plate- 
making within the plant in which the plates are to be 
used. The procedure for acquiring such material is thus: 
apply the symbol AA-2-MRO to the delivery order, and 
the proper CMP certification. You may choose either the 
one for maintenance, repair, and operating supplies 
offered by CMP Regulation 5, or the simpler form 
quoted below. 

3. In addition, minor items of productive capital 
equipment, additional or replacement, not exceeding 
$500 (excluding cost of labor), providing the require- 
ments of L-226 are met, may be acquired as MRO mate- 
rial. Thus, if a machine is more than 5 years old, or, 
if new, is valued at less than $25, the AA-2-MRO rating 
may be applied to the purchase order. 


methods of certification 


THREE DISTINCT sTYLEs of certification are provided for 
in CMP Regulation No. 5. One is for use in securing 
copper and steel for use in maintenance and repair, — 
another for aluminum for the same purposes, and finally, 
one for parts and operating supplies. For simplification 
purposes CMP Regulation No. 7 provides a form which 
may be used in place of any other required by CMP. 
It reads as follows: 


“The undersigned purchaser certifies, subject to the penalties 
of section 35 (A) of the U.S. Criminal Code, to the seller and 
the War Production Board, that, to the best of his knowledge 
and belief, the undersigned is authorized under applicable War 
Production Board regulations or orders, to place this delivery 
order, to receive the item(s) ordered for the purpose for which 
ordered, and to use any preference rating or allotment or 
symbol which the undersigned has placed on this order.” 


In addition all other certifications applicable under the 
various “E”’, “L”, “P”, or “M” orders must be supplied. 
All requirements calling for the disposal of the parts 


to be replaced by the purchase of such “MRO” supplies, 
must.also be obeyed. 
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... and when you have synergism, you are well 
on your way toward solving your “unsolvable” 
problems. 


WHAT IS SYNERGISM? It is a vital force 
within each of us, which, when released, trans- 
mutes mere competence into sheer genius; a 
force which enables human effort to produce 
superhuman results. Or, as one brilliant mind 


has put it, sywergism is the spark which makes 
oS Bend 


The scientist experimenting alone may just miss 
finding his magic formula. But discussion with 
a colleague may supply the missing link. That's 
synergism! 

So, too, can we join forces with you to find and 
perfect new products from joint research and 
development. We have seen synergism at work 
and respect its power. In coated fabrics for in- 
stance, it is not just a product that we strive to 
turn out but we learn from you all that it is 
expected to do and your production problems— 
all to get perfection in the final article. 


We work and experiment with the makers of 
resins, plasticizers and other raw materials, and 
we run samples through our plant, we test and 
re-test, we work so that the bookbinder, the up- 
holsterer, the decorator—today the fabricator 
of war materials—can get the most out of 
our product in his production and application. 
Synergism works. Let’s talk it over. 


ZAPON-HERATOL DIVISION 


ATLAS POWDER COMPANY ° STAMFORD, CONN. 
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COMPROMISE As a boy he had 
jearned practically all there was to know 
about running a tugboat. His father 
owned a number of them and had carried 
on a successful business along the At- 
lantic seaboard. He had hoped to carry 
on in his father’s footsteps but the latter 
had other plans for him, viz., a college 
career. [between the father and son a 
compromise was agreed upon, and young 
Tuomas BerHe, went to work as an 
apprentice for the Philadelphia bindery 


of Edw. Marley & Co., of which his 
uncle, Richard Van Gilder, was then 
president. That was 35 years ago. 


After serving in World War I, Bethel 
returned to Marley’s as a minority stock- 
holder, and in 1982 he bought the con- 
trolling interest from C. M. Busch, be- 
came president, and moved the business 
from Cherry St. where it had been 
located for 57 years, to 5th & Noble, 
where it continues very active in the 
binding of school, medical, and church 
books, Bibles, and school records. 


Among his many activities, Bethel is 
Chairman of Civilian Defense for Med- 
ford Lakes Borough, N. J., and has 
served as a councilman on the City 
Bureau for a number of years. He is an 
airplane spotter and, being a patriotic 
citizen, he of course has a Victory Gar- 
den and also raises chickens. He is fond 
of golf, too, and once shot a hole-in-one! 
But baseball is his real hobby—in the 
past he managed the Philadelphia Frank- 
ford Legion semi-pro team, which at one 
time had 9 major league players. 

For the past 10 years, the Bethels 
have lived at Medford Lakes in a beau- 
tiful 19-room log-cabin style home which 
he designed himself. Mrs. Bethel is 
chairman of the Red Cross and is in the 


Motor Corps. 
Thomas Chas. 
Bethel, a son, is in 
the Army Air 
Corps and just re- 
cently got his 





wings. ‘There are 
two other children, 
a daughter, Mrs. 
Marie Elizabeth 
Burns, and Rich- 
ard Van Gilder 
Bethel, not to men- 
tion a new grand- Thomas Bethel 


son. 
Although bookbinding has been Thomas 


Bethel’s life work he has never lost his 
love for the sea and has always had 
some kind of seafaring boat. He now 
has a 28ft. cruiser which he designed, 
and is contemplating putting it into 
Coast Guard service for the duration. 


10th ANNIVERSARY To ail 
those who love books, whether designers, 
printers, binders, publishers, sellers, or 
readers, May 10 and the crushing of the 
Axis forces in Tunisia, brought a certain 
grim satisfaction. It was the tenth anni- 
versary of the burning of the books by 
the Nazi leaders in Germany. On that 
date they destroyed 25,000 books, a 
crime to be multiplied 40 times in the 
bombing of London. Ten years later 
four of the Master Race for every one 


of that first 25,000 books, squealed 
“Kamerad.” 
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Since the Nazi occupation of most of 
Europe, tens of thousands of other books 
and pamphlets have been destroyed. By 
official censorship and control of presses 
and paper, they have choked off much 
of the literature of the nations they in- 
invaded. Typical objections: a child’s 
book in Holland, banned because a Dutch 
football team defeated a German one; 
“Pied Piper of Hamelin,” because it 
dares suggest that a German town could 
be overrun by rats. Perhaps they real- 
ized that fate was being reserved for 
Lidice, Vienna, and Paris. 


DANTE OUTDANTED By and 
large, most publishers’ production men, 
bindery owners, and book manufactory 
managers are convinced that the present 
situation in book production is worse 
than Dante’s literary infermo. It’s even 
making a Recca of the otherwise Blaise 
gentleman in charge of EZ. P. Dutton’s 
manufacturing department. Writing in 
the Dutton News, Braise D. Recca’s 
comments are all but rabid. He claims 
he knows one bindery manager’s wife 
who hasn’t slept for weeks for fear her 
husband will carry out his threat ‘to 
shoot a dozen publishers. 

It’s a vicious circle—the public and 
the government are screaming at the 
publisher for books, the publisher 
screams at the binder and printer, and 
they in turn shriek at the cloth makers, 
platemakers, and all the assorted serv- 
ices needed in this lunatic business. And 
the latter probably scream at someone 
else till it’s the public’s turn again. 

“Sorry you can’t have red cloth for 
that book; all you can have right away 
is 46 yards of green, 27 of light blue, and 
437 in light tan, half in A and half in 
C grade,” is what Recca says he hears 
daily. 

Then Blaise demurely remarks: “I 
could tell the government how much they 
could cut paper purchases and still get 
all the books they want. If only publish- 
ers would or could get together and 


_ agree that no $2 book should weigh 


more than 30 Ibs. and that no $3 book 
should measure more than 2’ x 8’ x 9”.” 
He brightly observes further that per- 
haps some scientist could prove that 
88-44/100% of all colds are caused by 
the -fuzz that flies off the pages of a 
bulked book, or some librarian might 
prove that a child’s eyes can handle 10pt. 
just as easily as it can a face so large 
it tires out the eyes before they can 






travel from one end of the word to 
another. 
There’s the ball, publishers. Now run 


with it! 


JULY 4 MEMORIAL Today, when 
great men may sit down before a dic- 
taphone and speak their thoughts to it, 
to be later transcribed for posterity, it 
is easy to forget that in the Revolution- 
ary period, there were no dictaphones, 
typewriters, or recording devices of any 
kind. This was brought forcibly to mind 
the other day when we examined one of 
2000 special copies of a book containing 
the original drafts of the Declaration of 
Independence, including one never be- 
fore shown to the public. The volume 
was one of those currently being dis- 
tributed to American libraries for ex- 
hibition purposes, by the Library of 
Congress. It is a fitting monument to 
the labors of Jefferson and others of 
his period who drafted the great docu- 
ment. 

Exquisitely designed by P. J. Conx- 
wrRiGHT and printed at the Princeton 
University Press, the book includes a 
series of rollotype plates (by Meriden 
Gravure Co.) of the various drafts, with 
their deletions, additions,.and corrections 
for not only the Declaration, but Vir- 
ginia’s Bill of Rights, Lee’s Independ— 
ence Resolution, and other historic docu- 
ments, A particularly clever piece of 
work is the tipping in of a reproduction 
of a correction similarly pasted onto the 
original draft. 


HERE AND THERE F. R. Braytocx, 
BMI-EBA research director in Wash- 
ington, a recuperating at his home from 
a severe attack. of rheumatic fever, 
which confined him to a hospital for 
several weeks. 

frank Hvco, casemaker, and son of 
bindery superintendent Otto Hugo (H. 
Wolff Book Mfg. Co., N. Y.), is stationed 
at Miami with the Army Air Force. 

Louis Siecer of the Trade Bindery, 
N.Y.C., was scheduled to be the honored 
guest at a dinner in the Essex House 
June 3 to mark the high point in the. 
1943 campaign of the United Jewish Ap- 
peal’s Graphic Arts, Fine Paper, and 
Stationery Division. 

When Tony Asranam (The Hartman 
Co., Philadelphia) called “quoits” at the 
May 24 outing of the Typothetae of 
Philadelphia, many a member responded, 
for he was chairman of the committee for 
that sport on the occasion. 
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An Open Letter from 
M. Swift & Sons, Inc. : 


BRONZE |: 
ROLL WEN |: 

















TO WHOM IT MAY CONCERN: 





We have a large inventory of BRONZE ROLL LEAF (so-called imitation gold) 


pay 
for every type of binding job. Government restrictions do not prohibit the use of — 
our BRONZE ROLL LEAF, since it was manufactured and is being offered in “ 
complete compliance with government regulations. _ 
a 

Also, our stock of bronze powder, purchased long before restrictions went into - 
effect, will allow us to continue the manufacture of BRONZE ROLL LEAF and to . 
supply your future wants for some time to come. a 
blo 

AVAILABLE WITHOUT PRIORITY—we can still supply the quality known for 
years for its dependability, superior tarnish-resistance and brilliance. ¢ 
Write for further information. hs 
sta 

M. SWIFT & SONS, INC. Pit 

50t 

Wi 

a 

. va wi 

Vice-President 4 

pu 

ple 


10 Love Lane, Hartford, Conn. « 15 Park Row, New York ¢ 110 So. Dearborn, Chicago 
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{ue ruREE oFFicers oF C, B. Hewitt § Bros., Inc. couLectivELY 
took time out the other day at headquarters, 23-25 Greene St., 
N.Y.C., to discuss with this reporter an outstanding event in 
the firm’s venerable career. The trio consisted of F. L. Reeves, 
president ; F. L. Scuencx, vice-president; and Wiuam T. 
SueLvon, secretary and treasurer. 

“Yes, the company is 75 years old this year,” President 
Reeves commented, as he reviewed the circumstances under 
which the firm began operations in 1868 under C. B. Hewrrt. 
The founder was later joined by his brothers, Edward G. and 
George F. Hewitt. No member of the family is now asso- 
ciated with the company; and Messrs. Reeves, Sheldon, and 
Schenck, as veteran employees, have been destined to carry on 
the business and its traditions. 

President Reeves joined the firm as bookkeeper in 1892; 
Sheldon in 1896, and Schenck in 1904. “We have a porter, 
Fred Hoppner, who has been with us since 1896,” Sheldon 
said. Many of the other employees have been with the com- 
pany for years. The sales staff consists of Warren Bannister, 
Cecil Bunnell, Al Jehle, Albert Strobel, and Joseph F. Powers. 
For years Schneck has made trips West. 

As nearly everyone knows, C. B. Hewitt & Bros. does a 
national business servicing the book manufacturing and book- 
binding industry with binders board and paperboard, flexible 





Sheldon, Reeves, & Schenck—Hewitt maestros 


papers, and adhesives. C. D. Junren is manager of the paper 
and board department; Rosertr Hanton manages the adhe- 
sives division. “In Baltimore we are represented by the Na- 
tional Paper Co., and in Canada by the Dominion Paper Co. 
of Montreal,” Schenck observed, demonstrating that the sales 
activities of C. B. Hewitt & Bros. extend even through the 
Dominion. 


We join the industry in congratulations to the company 
and its officers on the occasion of its diamond anniversary. 
we eo 


Renwick St., which runs from Spring St. to Canal St., Man- 
hattan, is one of the shortest streets in Father Knicker- 
bocker’s Village, and you can walk it faster than you can 
say, “Herman Lopernose.” But in the middle of the midget 
block at No. 38 is the home office and plant of the United 
Paste § Glue Co., which manufacturer of bookbinding adhe- 
sives makes up in business career and employee longevity for 
the now-you-see-it, now-you-don’t brevity of the tiny street. 

United Paste & Glue Co. stems back to 1856. Industriously 
using the office abacus, Herman Loderhose, head of the com- 
pany, figured out the other day that if he added together the 
years of service of most of his employees, the abacus couldn’t 
stand the gaff. “But they’re all still active, and in there 
pitching every day,” said Herman. 

The veteran of them all is John Sattler, who observed his 
50th anniversary in the business a year ago. Then there are 
William Novosall and Robert Belmont, both with nearly a 
quarter-century to their credit, and Charles Daniels, with 20 
years on his record. And then there are others. Starting 
with the business in 1911 when he was in knickerbockers, 
Loderhose himself is no inconsiderable veteran. 


beet 
_ Well, well, here’s news! In the lead as usual (ahem!) BeBP 
is the first publication in the world to carry the advertise- 
ment of a company which announces that it will service book 
publishers and book manufacturers with that new wrinkle— 
plastic printing plates. Which is book manufacturing history. 
_ The advertiser (see “Special Services” on page 59 of this 
Issue) is the Republic Engraving § Designing Co., 40 W. 17th 
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St., N.Y.C. According to Gorvon H. Duncan, vice-president 
in charge of sales, the company has been making rubber plates 
for the specialty printing industry for 20 years. “In adver- 
tising our plastic printing plate services in BsBP, I daresay 
we are in the pioneer class,” Duncan told your roving reporter. 
“Of course, a lot depends upon transportation, which is up 
to the book plant. It will be interesting to see the reaction 
among the book publishers and the book manufacturers.” 

Duncan told all about plastic plates for book work at the 
Textbook Clinic meeting on April 28. 


— pes 

May 1 was moving day for the Tewileather Corp. head- 
quarters in Toledo. The executive and general offices were 
transferred that day from the plant to the second floor of the 
Wayne Bldg., to be entirely occupied by the company. The 
vacated space will be utilized by the factory. 

By the way, Jutes D. Lippmann, the company’s vice-president 
and general manager, is one of two representatives of industry 
on a five-man wage stabilization panel established in Toledo 
to hear individual wage disputes, and make recommendations 
to the WLB’s Regional office in Cleveland. And C. A. Coty, 
secretary of the firm, has been busy too, in his new post as a 
member of the board of directors of the Morris Plan Bank 
of Toledo. 

e pes 

Your ROVING REPORTER WAS IN HARRISBURG THE OTHER DAY, AND 
our stay naturally included a visit to the plant of The W. O. 
Hickok Mfg. Co. Hickok of Harrisburg! There’s the kind of 
euphonious alliteration that just somehow seems a natural, 
both phonetically and historically. For the company’s entire 
industrial career has been associated with Pennsylvania’s 
capital. 

Maybe we're a little ahead of time, but Ross A. Hickox, the 
president, and his associates are mindful of the fact that come 
next year the noted paper ruling and bookbinding machinery 
plant will observe its centenary. “We'll decide how we'll 
observe the event when it rolls around,” Hickok observed. 
“Right now we’re busy working for a new boss, known popu- 
larly as Uncle Sam.” 

The war naturally has wrought important changes at the 
well-known plant at 9th and Cumberland Sts. “Our plant has 
been converted to war work so that our sales at present are 
very close to 90% war materials,” Hickok told us. “This has 
been done in part by replacing our former ruling machine 
building and by very largely expanding our output which is 
up 300 to 400%. 

“We are still serving the ruling and bookbinding trade to the 
best of our ability and so far have been able to supply all 
of the repair parts that have been required by any Hickok 
users, although in a few cases it has been necessary to delay 
the shipment of these parts more than is normally the case. 
This delay, however, has never been more than a few weeks. 

“In addition we have manufactured a certain number of 
ruling machines and bookbinders’ machinery for some of our 
customers whose work has been considered sufficiently urgent 
by the WPB for them to be granted high priorities which 
enables us to undertake this work. These machines have been 
largely assembled from our stock of parts.” ; 
As to the Hickok company’s other activities, that’s another 
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TAUBER-TWIST TAUBER “DOUBLE L” 





Volume IV, No. 23 JUNE ¢ 1943 


YESTERDAY, TODAY and TOMORROW 


Be Modern, Mr. Bookbinder, and decide TODAY to get into plastics. TAUBER-TUBE pioneered 
with plastic bindings before the war, is STILL actively servicing the trade during the war, and is 
planning for even bigger things after the war! 





Join the Plastics Parade with the following: Tauber-Twist, the new twist for better bookbindings; 
regular and loose-leaf Tauber-Tubes; Multi-Rings, Royal Binding Rings, S-Rings; Spring-Back and 
Double-L (loose-leaf). 


Free license basis * Dies furnished * Correspondence and consultations invited 


TAUBER-TUBE BINDING 


‘“*TOMORROW’S BINDING TODAY”? 
200 Hudson Street Worth 4-5621-2-3-4-5 New York City 


Leiman Bros. ROTARY WACUUM PUMPS 


gi The STANDARD in 
the PRINTING and 
PAPER INDUSTRY 


See that your next Folder, 
Ruler, Collator, Printing Press 
or other machine is equipped 
with a 


LEIMAN ATR PUMP 


NOISELESS 
POWERFUL 
EFFICIENT 


Sent on trial to Machinery and 
Equipment Manufacturers. 


LEIMAN BROS, Inc. 


172-3 Christie St. Newark, N. J. 
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DEJONGE 
ART GOLD 


and 


ALCHEMIC GOLD INK 
are still 
obtainable 
lOUIS DEJONGE & CO. 


161 Sixth Avenue + + + New York City: 


for PRECISION Bookbinding 
ue BES TICK | adhesives 


for regular CASING-IN work, use BESTICK UNIFLEX 

for NON-WARP CASING-IN, use BESTICK #260 

for COLD TIGHTBACK work, use BESTICK UNITITE 

for MACHINE GLUING-UP, use BESTICK FLEXIBLE #640 

for MACHINE GLUING-UP on Pyroxylin Covers, use BESTICK FLEXIBLE #626 
for GLUING-UP by hand, use BESTICK #615 


There is a perfect BESTICK adhesive for every type of job. 
A line on your letterhead will bring you free testing samples. 


for West piallts Stich atlle WSestich” 
United Paste & Glue Co. 


specialists in bookbinding adhesives 
38 Renwick Street, N. Y. C. WaAlker 5-6930 
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bookbinding ™ . M 
_——" a gae own rolls, yb ager ‘. nati 
ting and we in t 
ate widths age 
rolls cut to cae. uniformly pager ter e- _ 
width of ™ to 700: f.p-™- wi 
core out. Speeds UP Am 
teresting folder. for 
0 
own 
HICKOK by 
S. F. AUTOMATIC PAPER FEEDER “ 
Made in 3 Sizes vii 
#1 Machine Max, Sheet 24” wide, 28” long out 
#2 Machine Max. Sheet 28” wide, 32” long tub 
#4 Machine Max, Sheet 38” wide, 38” long y 
Faster Running sucl 
More Accurate Work ~ 
Quicker to Set of | 
Occupies 4% Floor Space T 
This machine is complete in itself. It is built with on 
the Feeder, Automatic Ink Fountains and Automatic a 
Gas or Electric Dryer as integral parts of machine, “ 
since without these features the full advantage of the =m 
advanced construction cannot be realized, 
Write for details and catalogue. ¢ 
W spe 
CAMERON MACHINE COMPANY, 61 Poplar Street, Brooklyn, New York THE 4 O. hatte ha CO. > 
MIDWEST OFFICE Harris Trust Building Ill West Monroe Street, Chicago arrisburg, a., 6 S. 7 sen 














SIZES with feeders [- Pe eee * 
56 inch, 62 inch, 74 inch 

QUADRUPLE| SHRYOCK 

FOLDERS BROTHERS 


BIONIDISIRS 
BOARD 


APYRUS MILL 


1790 


Philadelphia - Downingtown 


CHAMBERS BROTHERS Serer eny | m 
Fifty-second Street at Media Philacelphia, Pa a 
SS hc 
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story, as Kipling used to say, and when the time comes to 
write it, it will loom large in the saga of the dynamic role 
which the industry’s machinery suppliers played in the war 


effort. 


e ee 


Mention copper to anyone in the printing industry and he 
naturally thinks of engravings and electrotypes, both essentials 
in the production of printing. But the seriousness of the short- 
age of this metal is clear from the WPB Salvage Branch’s 
statement, “America’s supply of copper is not adequate and 
will never be as long as this war continues. Every time an 
American gun spits fire at the Axis, we have to start looking 
for more copper.” 

One small but nevertheless worthy contribution which every 
owner of obsolete and unneeded printing machinery can make 
by scrapping it now is cited by the Miller Printing Machinery 


Co. in connection with their Wartime Scrap Allowance Plan. 
Although most old presses are scrapped for their iron and 
steel, from 5 to 15 lbs. of copper, bronze, and brass bushings 
and bearings are found in practically all of them. The oil-line 
tubing, for example, is made of pure copper. 

While in 9 cases out of 10 it is impractical for the owner of 
such presses to separate the few copper-containing parts from 
the press being scrapped, the scrap dealer easily does so and 
ultimately channels the metal into hundreds of different kinds 
of armament uses where copper is essential. 


Thus, one of the country’s largest industries, through the 
many small scrap copper contributions contained in obsolete 
printing equipment, makes another meritorious contribution to 
the war effort, in addition to the thousands of tons of iron 


and steel it has already contributed. 
pees we 
G@. J. Aigner Co., the Chicago indexing and _loose-leaf 
specialty house, is now agent for the plastic screw posts for 


loose-leaf binding, handled by Griffin-Campbell-Hayes—Walsh. 
Their salesmen are featuring the special retail assortment of 
250 each of the 4 most popular screw sizes. 





“SOMETHING TO 
REMEMBER US BY” 


Remember the old song? Well, right now 
war conditions, restrictions and shortages put 
us in a position where what coated fabrics we 
have to sell, necessarily go first to our cus- 
tomers with priorities. We know, however, 
that meeting the problems of these difficult 


days will enable us to serve al] of you better 



















when victory has been won. 














ASHER & BORETZ FEATURES: 


Coated Fabrics of all descriptions 
for the bookbinding trade 









ASHER & BORETZ, INC. 


Dept. H 900 Broadway New York 3, N. Y. 
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Letanp Lyon, president of Atlas Powder Co., announces 
that J. K. Wezic has been appointed general manager of the 
Cellulose Products Dept., including Zapon Division, manufac- 
turers of protective coatings, and Zapon-Keratol Division, 
manufacturers of book cloths, upholstery fabrics, and numer- 
ous other coated fabrics and materials. 

Weidig joined Atlas in February, 1941, 
when it acquired The Keratol Co. of 
Newark, New Jersey, of which he had 
been a director and general manager. In 
December, 1942, he became ‘assistant 
general manager of Zapon-Keratol Di- 
vision. 

Weidig was born in Newark, N. J., 
and educated in the public schools of 
that city and at Princeton University, 
where he studied special engineering. He 
is married and has two sons, one of 
whom is in the U. S. Army and the 
other in the U. S. Marine Reserves. 


we & 

At Monrsg, who heads the Publishers Service Division of the 
Peerless Roll Leaf Co., Inc., 8 W. 40th St., N.Y.C., informs us 
that he has a limited number of those 1943 Peerless calendars 
which struck such a popular chord with the trade when they 
were distributed earlier in the year. These will be mailed, as 
long as they last, to those first requesting them. 

The calendar, also a color chart, is unique since it represents 
all the signs of the zodiac, attractively stamped in various 
Peerless colors. Stampers with wives and daughters interested 
in astrology (and most of the ladies seem to take at least a 
casual interest in the art or science) have found that the calen- 
dars make a big hit when brought home 

we pee 

Change your address records on Holliston Mills’ Philadelphia 
office, for it’s now located at 1216 Commercial Trust Bldg., 
15th & Market Sts., according to Jacx I. Nass, manager. 





J. KX. Weidig 


ES . . . BRACKETT still is 
“building ’em better” .. . 
but now they’re war-time prod- 
ucts for Uncle Sam . . . vital 
items needing the notable 
BRACKETT quality-touch ... 
made better to serve better in 
blasting the Axis off the map. 
After this job is thoroughly 
done, we'll jump back into 
peace-time production with new 
equipment . , . better-built for 
the better days to come. Watch 
for it . . . and meantime, watch 
out for the machines you have. 


BRACKETT STRIPPING. MACHINE CO. 


908 S. Dearborn St., Chicag 330 W. 42nd St., New York 
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PLASTIC 


¥ 


SPREE TR LIT 


a 


Pee ae a 


ass OR 


ACTUAL SIZE 


i 


POST DIAMETER 
-240 


Here’s good news for manufacturers of scrapbooks, 
photo albums, etc. Available for immediate delivery 
are black plastic telescopic eyelets in three sizes. Eye- 
lets in crystal and ivory color can be made on order. 
Present users find them superior to metal types. Light 
in weight, durable, sleek finish, will not chip. 


Samples and price information on request. 
Distributed by 


Griffin, Campbell, Hayes, Walsh, Inc. 
50 East 21st Street, New York, N. Y. 


The Luckett Loose Leaf, Limited 
11 Charlotte St., Toronto. Ont. 


oe Sn ce COMPANY 
BROOK ST. CLINTON, MASS. 


Keep Your Ruling Machine 


New parts for any make of ma- 


ween oy quae ggnies. Repaired | 
McADAMS PLASTIC BEAMS 








(Center) 


Cc 
B c 


COMBINATION PLASTIC PLASTIC 
PLASTIC BEAM AND PEN CLAMPS BEAMS 
PEN CLAMP 


Splendid new construc- Fit any make of ma- 
ann tp cebene wane ot tion. Ink proof. Never chine. Fine chromium 
Practical, jong service; W@rPs. Holds pens firm- plated. Heavy Beam 


always true—no warping. ly—no stagger. Journal and Angle Box. 


McADAMS PLASTIC COMBINATION 
BEAM AND PEN CLAMPS 


All in one 
complete 
unit. Plas- 
tic beam 
mounted on 
steel. Ad- 
justable side. 
wise 3”. 
Uniform ten- 
sion. No warping. Strong, sturdy and waterproof features. 








JOHN McADAMS & SONS Inc. 


crcimenr ay uw 
bad YWORVWAGCRSR 





Indispensable in the Manufacture of Technical a::d 
School Books and Reference Works 


RANGE OF BOOK SIZES 
| Length 
| Width 
| a...) Se ae | (a 


THE CHICAGO MACHINERY LABORATORY | 


2719 So. Poplar Ave Chicago, i | 


STA-WARM 
HEATERS 


Increase Output — 
Eliminate Spoilage 


¢ Nothing equals Sta-Warm heating to 
make glue do its best and work free- 
Above: Large ly. Sta-Warm, with automatic ther- 
en, 5 tt mostatic control, heats glue to just 
Hand or m,. the right temperature for best re- 
tor-driven agi- sults and holds it there constantly 
tators. and uniformly. Also uses current with 
greatest economy. Heat is applied evenly from 
side and bottom doing away with overheated or 
underheated spots. Glue may be stored and kept 
at desired temperature ready for 
instant use. 
Ask us to tell you how Sta-Warm 
glue heating will lower produc- 
tion costs and give better results 
in every way. 
. 
Sta-Warm Electric Co. 
525 No. Chestnut St., Ravenna, Ohio 
At right: Bench 
models, wide 
and shallow for 


brush use. One 
to 12 qt. sizes. 


Complete Equipment for Heating, 
|Joreb at eke pin Oxo obi -b at ele ml Oxoy ooh orolevers (: 
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DETROITERS TRADE WORK Much of the _ book- 
binding work in the Detroit area at present—some estimate it 
as high as 80 or 90% —comes from the munition manufacturers 
who are producing everything from shells to guns and tanks. 
All this material, vast quantities of it, require printed instruc- 
tions. and it is the Detroit bookbinders who are putting the 
final touches on most of this printed matter. At the Jourdan 
Co., luc., for example, the equipment is in operation every hour 
of the day and night on such work. Norman Jourdan said his 
greacst handicap was the shortage of help. 

To overcome this handicap, many Detroit binderies have 
successfully developed a co-operative program. Thus if one 
bindery is slowed down through lack of employes in one de- 
partment, the work is sent over to another bindery not so 
pressed in that section. In return the second bindery sends 
back any work that is lagging in one of its own departments. 

The same procedure is followed where machinery and other 
equijynent are concerned. If one bindery finds itself handi- 
capped by lack of certain machinery it sends the work to 
another which has it available. 


NEW SUPERINTENDENTS Ernest Farwell, for the 
past 13 years superintendent of the bindery of Scribner Press, 
N.Y.c., is now occupying a similar position with Haddon 
Crafismen, Scranton, Pa. Farwell had recenty been reelected 
president of the Bookbinders Guild of N. Y., and will continue 
in t office. Prior to joining Scribner, he had been with 
Plimpton Press and the American Book Co. 

\t Haddon he succeeded Harold L. Monroe, who is now 
associated with Brock & Rankin, Chicago, as plant manager. 
Monroe was previously with Ronalds Press, Canada, and 
Kingsport Press. 

Herbert Bryan was appointed last month as superintendent 
at (Quinn & Boden Co., Rahway, N. J., to replace the late 
Wintield A. Comer (see p. 60). Formerly at Country Life Press, 
Bry had assisted Comer for the past 1% years. 


MceMURTRIE ON TRENDS 


Sixth District Conference, 


e 
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WRITE for the 


CHAMELEON Sample Book 
TODAY! 


And you'll discover, Mr. Bookbinder, why 
CHAMELEON LEATHERETTE i is fast be- 
coming America’s most popular utility cover 
paper. 


Examine the rich leather-like surface on which 


hot-die stamping produces such unique 2-tone 
effects. 


STP LLG eco ELL CE 


UAGNGALLADOAAADALUOA TREATS 


NEW LIGHT-WEIGHT PAPER FOR BGBP 


Beginning with this month’s issue, B&BP is printed on a 
lighter weight paper than previously in order to conform with 
the WPB’s restrictions on magazine paper consumption. We 
think you'll find it just as readable as before. 


TE 


TULL CELL 
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Int. Assn. of Printing House Craftsmen, May 15, at the 
Furniture Club, Chicago. Program: Printing clinic on letter- 
press, gravure, and offset, addresses. Speakers: Leon Link, 
mechanical consultant, WPB Printing & Publishing Branch, 
Douglas C. McMurtrie, Ludlow Typograph Co.’s director of 
typography, discussing, respectively, “Conservation, Alloca- 
tions, and WPB rulings” and “Present Trends and Future 
Prospects. in the Printing Industry.” 


NYEPA ELECTS H. Wayne Oakley (Pandick Press) 
was elected president of the N. Y. Employing Printers Assn. 
to succeed Benjamin Pakula (Bryant Press) at the annual 
meeting of the association in the Hotel Commodore, May 24. 
The Hon. A. E. Giegengack, U. S. Public Printer, was pre- 
sented with a certificate of honorary membership in the asso- 
ciation in recognition of his service to the industry and able 
management of the GPO. 


BIBLE SOCIETY REPORT The American Bible So- 
ciety’s current report shows that 332,884 Bibles and 1,730,480 
testaments, in both hard and paper covers, were published by 
the society in 1942, as compared to 337,924 and 887,728 respec- 
tively in 1941. Pamphlets containing portions of both works 
amounted to 6,158,577 in 1942 as against 5,352,932 in 1941. 
Bibles for the blind amounted to 8,924, as against 6,696. The 
total 1942 production broke all ABS records. Last November 
they scrapped some 20 tons of obsolete plates. 


Take Care of 
YOUR CUTTER 


¢ 


It is both patriotic 
and sensible to 
take care of your 
Cutters... at pres- 
ent they cannot 
be replaced and 
service parts are 
limited. 


¢ 


= ws sweets GO 


FOR LONGER CUTTER LIFE 


these are a few simple and practical rules to follow: 


The CHAMELEON sample book tells the story 


of a wide range of colors, special shades and 
embossing designs. 


CHAMELEON LEATHERETTE is attrac- 


tive — economical — durable — and waterproof! 


on 


Keep knife sharp. 


Oil ALL bearings—every part that moves when 
cutter is in operation. Look for oil holes and see 
that they are not clogged with dirt. 


Clean the clamp guides occasionally and lubricate 
carefully with light application of vaseline. Clean- 
liness is important—dust and dirt are dangerous. 


Springfield 
Coated Paper Corp. 


Camden, N. J. 


In general always remember that Cutter Failure 
may seriously tie up Production. ae 


THE CHALLENGE MACHINERY COMPANY 
peirlonp regen, °° genset 
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ADHESIVES "Bb ottle-binding” prove 
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Thistle Brand ——-——- Wren 1s a BOOKBINDER of 


not a bookbinder? When he’s a luggage-maker! To 


BOOKBINDING ADHESIVES which you will doubtless agree upon learning of the P 


high jinks that we scently he Sloves Mechan- . 
ARVEY CORPORATION nal dealer So. sheet in NYC ‘When Fane a an 7 


the result was a striking educational and sales promotion 
















310 Communipaw Ave. Jersey City, N. J. piece for Calvert Distillers Corp., and a convincing : 

demonstration of bookbinders’ ingenuity. 2 

It started with Dr. B. L. Riback, educational director “ 

A STAR ADHESIVE for the big distillery, which is now making nothing but ts 
alcohol for munitions. It was his idea to get up an edu- 

FOR EVERY PURPOSE cational three-dimensional study on the manufacture of b: 

Write for Descriptive Booklets good whiskey (free advt.) to be explained by Calvert h 

BINGHAM BROS. CO. salesmen to leading citizens in various communities, local - 

organizations, etc. Purpose: to remove prejudices con- 5] 


406 Pearl Street 


wv. ©. 7” cerning whiskey, and convince them of Calvert leadership. 


It was originally planned to make the job up in the tl 
familiar briefcase style of other sales presentations, but 


Deck the difficulty of securing the right metals altered the ‘ 
& ‘) a plan. What finally evolved looks at first glance like a r 














ELECTRIC GLUE POT neat overnight bag. But the contents, instead of shirts F 
y and toothbrush, are much more toothsome, and comprise 
Thermostatic control brings glue up te 150° F. : : : 4 
and maintains it at this correct temperature. a cleverly integrated demonstration of the making of p 
Nichrome heating element sealed against moisture. = ae =e : maaan t eae ? . ee 
Glue pot carefully machined to fit in water jacket, Calvert whiskey. A special script to be used by com ti 
conserving heat. Write to: The Black & Decker pany salesmen explains each of the several panels which 
Mfg. Co., 760 Penna. Ave., Towson, Md. . s 
makes up the display. P 
Dr. Riback worked up the rough dummy, then turned 
— the job over to the mechanical binding Wizard of Oz, 
BURRAGE’S Jack Sloves. From that point on, with the exception . 


Flexible Glue 


d Padding Gl EERE URRSEIRRIEREREE_EERnERenEapINnREEERE 
Se % CENTURY DEPENDABILITY 





have maintained a reputation for high qual- MOST COMPLETE IN THE 
ity for over 44 years. They’re still good. LINE OF GLUES UNITED STATES 
ROBT. R. BURRAGE 15 Vandewater St., N. ¥. C. also 


SUPREME QUALITY FLEXIBLE GLUES 
| C. B. HEWITT & BROS., INC. 


23-25 Green Street, N. Y. C. Phones: CAnal 6-1525-1530 













Carb-N-Set Penetrating Padding Glue 
The tried and proven “‘special adhesive’ used from Coast 
to Coast to group-pad one-time carbon-set forms. 


Binds the stub between the sheets. Ready to use 
and easy to apply. (The same as padding). Free 
time-saving bindery instructions with first order. 


CARB-N-SET BUSINESS FORMS 
CONSULTING ENCINEERING SERVICE 
816 Ferguson Ave. - - - Since 1936 - - - Dayton, Ohio 


LION BRAND 
FLEXIBLE GLUES 


Used throughout the world by leading publisher: 
and printers. Hand Work ¢ Machine Work «+ 
Padding © Special Covering Glue 
MANHATTAN PASTE & GLUE CO., INC. 

425 Greenpoint Ave., Bklyn., N. Y. 
OFFICES: Rochester @ Philadelphia © Chicago © Boston 


























t 
BINDERY ADHESIVES 
6 No. 475 ag Ay oF — ‘Cicer — — -- 
No. 0 00 ue 
No, 5141 Casing-In Paste Permanently FLEXIBLE Glues 
e Try our special formula hot and cold padding | that make Better Books and Speed Production! 


compounds and tipping-in glues 






| For catalog 


cg pees oe | NATIONAL ADHESIVES 


Division of National Starch Products, Inc. 
820 GREENWICH ST. NEW YORK CITY 





tHe COMMERCIAL PASTE co. 


* 
| ——_————_— Bere ates a: Since 1900 COLUMBUS, OHIO 














HART'S | Fiexible Glues 


are used by the 


NATION’S BEST—WHY NOT YOU? 


established 1876 


William C. Hart Co., Inc., 137 Greene St., N.Y.C 


Branch Factory—Rochester, N. Y. 





'BESTICK Bindery Adhesives 


Flexible casing-in pastes 
Pyroxylin casing-in pastes 
Flexible Glues 


Write for Samples 


UNITED PASTE & GLUE CO. —%* Penwiek st, Nv. c. 
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no bottleneck in N. Y. plant 


of the silk screen printing by H. Durst on the various 
panels and pages, it was all Sloves’ baby. 

The cloth-covered case is divided into 3 sections. The 
first is the front of the case, padded and lined on the 
interior with a red moiré Celanese fabric and recessed 
to receive 6 Cerlox-bound pages, printed on light board, 
protected by a hot-die-stamped acetate panel bearing the 
title, “Whiskey Wisdom.” These pages, turned back in 


ease] fashion at the appropriate time in the salesman’s 
talk, form the tie-up with the central display opposite. Exhibit ‘ian Pa 
Inserted into this central panel are a miniature wooden 
barre! and a number of transparent containers and vials The final section is inside the back of the case, where 
holding the raw materials—corn, rye, barley, malt, ,two miniature bottles of Calvert’s blends are surrounded 
water, yeast—from which whiskey and grain neutral by small vials containing samples of each of the whiskeys 
spirit are manufactured. Sloves’ home kitchen supplied used to blend the final product. All are likewise recessed 
most of them, but the barrels were specially turned for and glued fast to a panel of binders board, over which 
the job. All are glued into recesses in the panel, which is draped a special soft tan velvet. An acetate cover 
is formed of several sheets of heavy binders board. for the whole, also die-stamped, is hinged to the case 
Turning over a new leaf, so to speak—on the reverse with brown holland cloth. 
side of the central section, mounted in similar fashion, is The frame of the case—with the exception of the 


Exhibit 2 in the salesmen’s spiel. This is a long, thin top and bottom of each section, which are of binders 
glass tube with a small bulb on the lower end. When you _board—is built of wood and covered in Du Pont brown 


press the bulb the liquid rises in the column in barome- Cordoba Fabrikoid. Each is fitted with a solid leather 
tric style, thus visually demonstrating Calvert’s phrase, handle and brass portfolio lock. 

“the higher the refinement, the fewer the congeners [oils For the sake of the record, the bottles of liquor sup- 
and acids]”. Between the central section and back cover plied by the plant came out even with the number of 


is another Cerlox-bound series of pages illustrating the cases made—so they tell us—and all were still full. 
salesman’s discussion of the making of Calvert whiskey, But many an envious eye was cast at Sloves employees 
and finally the proper use of whiskey. as 500 bottles of whiskey were carted into the shop! 


SLADE, HIPP & MELOY, Inc. 
119 W. LAKE STREET CHICAGO, ILL. 


Distributors of 


Alcoa Aluminum Binding Screws—Interlaken Mills Book Cloth— 
DuPont Fabrikoid—Monroe Binders Board—Griswoldville Super— 
“Blue Ribbon” Imitation Gold, Pigment Color, and Metallic Roll Leaf 
—Diamond Decorative Leaf—Calf—Cowhide—Morocco—Buffing— 
Sheep—Skivers 







Complete Stock of all Bookbinding Accessories carried for prompt shipment 
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FILL IN... TEAR OUT... AND MAIL 


USED EQUIPMENT lic Og P ON 


» + + =——— NEW MACHINES ARE FROZEN BY ELLINGS WORTH MEG. CO. 


WPB RULING . . . BUT YOUR NEEDS FOR 
BINDERY EQUIPMENT CAN POSSIBLY BE 200 SOUTH PEORIA STREET + CHICAGO 
Send us a set of FREE SAMPLES of your line of 


FILLED FROM OUR USED MACHINES — Loose Leaf Covers, including the “Duo-Tang”’ with its 
WRITE US! built-in fasteners and eyelets. No obligation. 


GANE BROTHERS & LANE, INC. 


SE ee: | 
Chicago - New York - St. Louis - San Francisco - Los Angeles L City State 





Address 
meee ee ee 
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GUILD OUTING OFF The traditional outing at whic 
the Du Pont Fabrikoid Division employees have played hog Wit 
PRESSRO OM to the Bookbinders Guild of N. Y. each June for several] of I 
years, will not be held this year. At its May 12 meeting in the whil 
& BINDERY Hotel Piccadilly, N.Y.C., the Guild reviewed the standing jn. forg 
vitation extended by Du Pont last year, and regretfully yoteg and 
to advise the company that because of transportation short- neec 
ages and the extra time being put in by many of its members, citiz 
they would not be able to participate. ord: 
Almost 40 members, the largest attendance in some time, enel 
were on hand to greet President Ernest Farwell (Scribner and 
Press) as he commenced his second term and to take part in rect 
an informal introduction of new and long-absent members, T 
besides a round table review of their mutual production prob- 
lems. The major topic, as usual, was the extreme shortage esse 
of labor. buil 
During the after-dinner discussion, Otto Hugo (H. Wolff) boo 
reported that his firm, to combat absenteeism, had tried cut- tion 
ting out Saturday work. The remedy proved effective for only use 
a short while, and then the help commenced staying oui again, met 

this time on Mondays. The chief conflict, he observed, yas that 

unskilled help was willing to work overtime, but that the 


CHARLES HELLMUTH PRINTING INK CORPORATION skilled were not, apparently having no desire for the extra 


money. The consensus was that greater exchange of workers 
NEW YORK + CHICAGO » BALTIMORE * RICHMOND in the various divisions of book manufacture will oc: 


The June 9 meeting was scheduled to have as guests, officers 
of the Printing House Craftsmen’s Club of N. Y., wiio will 
join in working out plans for a joint meeting of the tw clubs 
in the fall, at the suggestion of Frank Fortney ( itussell 
Rutter). The social side of the meeting was left to the dis- 
cretion of John Kelly (Edition Bookbinders Assn) entertain- 
ment chairman. 


esse 


INKS OF ALL KINDS FOR BOOK PRINTING. BOOKBINDERS ARTHUR E. WHEELER Arthur E. Wheeler, secretary 
INKS, COLORS, BLACKS, LETTERPRESS, LITHOGRAPHIC of Chivers Book Binding Co. and vice-president of Picture 
Cover Binding Co., Brooklyn, N. Y., died suddenly from a heart 

attack on May 11. He was born in 1886. 
INTERNATIONAL PRINTING INK Wheeler joined the Chivers organization in 1928. [rior to 
DIVISION OF INTERCHEMICAL COEPORATION that he was branch agency manager for Bradstreet Co. He 
75 VARICK STREET, NEW YORK + BRANCHES IN 30 CITIES was active in the management of Picture Cover from the 
time of its organization. Widely known in the library pro- 
7 fession and in the library binding field, Wheeler was an out- 
The Originat standing leader in every effort in the industry for cooperation 
and higher standards. His general business experience and 


DIETRICH PRODUCTS 0. his sound sense drew the respect of all in the field. Ile was 
on the first industry committees when the library binders or- 
2734.40 SIDNEY ST. ST. LOUIS, MO., U. ganized under NitA; and when the Library Binding Institute 


was organized, he became a member of the Board of Direc- 


PAPER RULING MATERIALS tors and of the Executive Committee, positions he held until 


SUPERLATIVE RULING INK his death. Re ; 
When the cooperative program of librarians and binders was 
BOOK VENEER inaugurated, the binders chose him as one of their representa- 
An instantaneous drying varnish for coating fine leather bindings. tives on the Joint Committee. Re-elected each year to the 
Joint Committee of the American Library Assn., and the LBI, 
SUPERLATIVE WATERPROOFING SOLUTION he was the only man to serve on the Committee throughout its 
existence. He was also a member of Rotary. His widow, Mrs. 

Madalin Wheeler, survives. 








The new medium for waterproofing ruling ink 


SUPERLATIVE QUALITY OUR GUARANTEE 
a OBITUARIES George H. Klippstein, 65, head of George 
H. Klippstein Co., Toledo, O., bookbinding firm, died May 3 
after a three months’ illness. He lived in Toledo all his life. 
His wife and three sons, William, Robert, and Charles, survive. 
William and Robert are associated in the business. 


‘ Winfield A. Comer, 59, oe of the bindery of 
Quinn & Boden Co., Rahway, N. J., for 21 years, died sud- 
denly on April 28 from a heart attack, while at work in the 
plant. Comer joined the firm when it was known as Mershor 


Bros., at the age of 17, over 40 years ago. 


Manufacturers of Ruling Pens for 99 Years— Stop Offset Trouble! 
All shades and colors of Ruling Ink and Powder 


Send today for our new bulletin. “10 Ways to Avoid 
Offset.” 14 pages of valuable hints for the pressman 
THE W. O. HICKOK MFG. CO. —how to improve presswork — save 


money — by stopping Offset trouble. 
HARRISBURG, PA., U. S. A. 
g j 1919No. Pitcher sE- J. KELLY CO. 


 meeeneaeesaeaeeaeaee & es 


BOOKBINDING AND BOOK PRODUCTION 





oNE HAND THE WAR IS PRODUCING COUNTLESS THOUSANDS 
records of births, deaths, and business transactions, 
th the other it is digging back into records long since 
in order to prove citizenship, age, and other personal 
ess details. Both conditions are proving the insistent 
the use of good quality record paper. Sixty million 
innot prove their citizenship by acceptable legal rec— 

Bureau of the Census reports while other millions of 
lien descent are finding it difficult to prove their ages 
ity to the U. S. chiefly because the preservation of 
record is not been accorded its rightful importance. 

The re some of the facts brought out in the report on 
records to be preserved made by the Archives Dept. 
records to be preserved, made by the Archives Dept. 
pecially designed to house important ledgers, minute 
urt records, etc. Valuable time and expensive litiga- 
often be saved if ledger paper of the right quality is 
uch records, rather than low-price, short-lived com- 
rinting papers ...— 
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Wher a customer has balked at the price of high grade 
- record paper, have you ever taken time to demon- 
strat: him how infinitesimal the cost of the paper is com- 
pare other accounting costs? If you haven’t, you had 
better look up “Much for a Mite,” the attractive L. L. Brown 
rochure which demonstrates convincingly that record 
erages only 14/100 of 1% of accounting costs. Pretty 
n't it? Even allowing a safety margin of 200%, you 
e a cost factor so minute it’s difficult to reduce to per- 

Two pages of text in the folder detail the chief 
xes of Brown record papers, such as permanence, dura- 
reproduction properties, uniformity, erasibility, and 


ledge: 
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—Larry LEnGER 


BOSTONIANS TO RUSTICATE At a meeting of the 
Booklinders Guild of Boston at the Parker House, Friday 
evening, May 21, Secretary Arthur S. MacKenzie (Union Book- 
bind Co.), attesting to his hospitality referred to in an ar- 
ticle the May issue of BsBP, invited the organization to 
com his summer home at Marshfield for the next meeting, 
ind was formally voted to have the next meeting there. 
President Charles B. Fleming (Norwood Press) was in the 
chair, with approximately 35 attending. 

It s decided to have the gathering on July 17 and a com- 
mittee composed of Edmund J. Barnard (Boston Bookbinding 
Co iirman; T. G. Woods (Plimpton Press), and Timothy 
OB (Houghton, Mifflin Co.) was appointed to make ar- 
rang ents. 

\ um 
met 

R rd Fox, tax accountant for the Colonial Beacon Oil 
Co., ‘st speaker, introduced by Robert Marcionette (Stan- 
hope Windery), gave an interesting talk on “The Peculiarities 
of t lax Problem.” 


Braye (Union Bookbinding Co.) was elected a 


NA*{E HOUSE ORGAN The employee magazine of the 
H lff Book Mfg. Co., N.Y.C., has now been officially 
“Wolff Tracks,” as a result of a contest for the selection 
ppropriate title. Winner was Paul Burns, night sheet 
hose suggestion was chosen by judges Frederic Melcher 
ers Weekly), David M. Glixon (BsBP), and an offi- 
Vanguard Press who prefers to remain anonymous. 
per is now sponsoring a $5 prize for the best suggestion 
easing production, saving time, or otherwise benefitting 
nt. Bertram Wolff and Otto Hugo will check the 
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Manufacturers 
SPECIALIZING IN ALL SIZES OF COTTON THREAD FOR BOOKBINDING PURPOSES 
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LEDGER PAPERS 


[pesecccecccencestpecececcccscennioversennenssnssasecsscssaseonsonssseosensonsssnesssasesssonensensnaceneccssesocecelal 


EAGLE-A EAGLE-A RECORD-LEDGERS : 


for Bookbinding - Documents - Accounting 


75% RAG EAGLE-A CONTRACT RECORD 
50% RAG EAGLE-A ACCEPTANCE RECORD 
25% RAG EAGLE-A TROJAN RECORD 

Subd SULPHITE EAGLE-A QUALITY RECORD 


ere AMERICAN WRITING PAPER CORPORATION 


HOLYOKE MASSACHUSETTS 


L. L. BROWN 


LEDGERS for Bound and 
Loose-Leaf Records. The 
Standard Since 1849. 


L. L. BROWN PAPER CO. 
Adams, Mass. 
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Rag-Content LEDGERS 


for Bookbinding, Loose-Leaf, Bound Ledgers and Books 
ANNIVERSARY LEDGER e¢ OLD BADGER LEDGER 
CREDIT LEDGER e DICTATION LEDGER 


FOX RIVER PAPER CORPORATION 
APPLETON WISCONSIN 


Parsons Paper 
Specialized Sor Modern Rasiness 


Makers of Record Papers with Parsons 


Perfect Hinge. 
|__PARSONS PAPER CO. 


Write for Samples. 
HOLYOKE, MASS. 





x == we're on the job = x 
for Uncle Sam 


In Peacetime we manufacture Paper Conditioning Ma- 
chines, Universal Paper Joggers, Holdfast Hangers, 
Commercial Humidifiers, Punching, Round Cornering 
and Perforating Machinery of all kinds. Also Special 
Machines built to order. 


Our manufacturing is now devoted to work for our 
government. The only orders for our equipment we 
can accept are those carrying extremely high priori- 
ties. But when this fight is over we will again be 
ready to serve the graphic arts. 


Contract Work Our Specialty 


SOUTHWORTH MACHINE Co. 


30 Warren Avenue Portland, Maine 


THE GENERAL THREAD MILLS, INC. 


Boston, Mass. 
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SOMETIMES AS MUCH AS | 





10% 


Monotype Closely Fitted Machine-Set Faces 
Can Be Used to Save 
Paper, Ink, Presswork, Folding, Binding, Etc. 


In your search for means to offset the 
reduction in the quantity of paper 
stock you will be permitted to use 
during the coming year, do not over- 
look the advantages offered by the 
space-saving qualities of Monotype 
machine-set composition. 


The close fitting of Monotype roman 
and italic machine-set faces presents 
opportunities for the selection of text 
types which will result in space-sav- 
ings, and at the same time achieve a 
greater degree of readability and an 
improvement in typographic values. 


This saving in type space can be 
translated into savings in paper used 
and thus may easily compensate for 
the 10 per cent reduction in paper 
purchases which is required by Gov- 
ernment order, and will also induce 
savings in presswork, folding, bind- 
ing and other mechanical operations 
required to be performed. 

Publishers everywhere can enjoy 
these advantages by using the facilities 
of printers and trade and advertising 
typographers who operate Monotypes 
for the composition of text matter. 


Save Paper by Using Space-Saving Monotype Machine Composition ! 





LANSTON MONOTYPE MACHINE COMPANY 


MONOTYPE BUILDING, TWENTY-FOURTH AT LOCUST STREET, PHILADELPHIA, PENNA. 


Composed in Monotype Squareface, Stymie and Stylescript 
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Basic Electricity 

By Feirer & Williams, 53/,”x83/,” 
Publisher: Manual Arts Press 
Manufacturer: W. B. Conkey Co. 
Type: Lino. Baskerville 10/11; 24x45 
Stock: Mead’s Process Plate 
Cloth: Holliston Rex, Colonial gray-green 
Stamping: cream-tan ink 
Designer: Paul H. Van Winkle 


. $1.92 


Paper with less gloss, even with the 
sacrifice of a fine halftone screen, would 
have made this 244p. pre-induction high- 
school text easier on the eyes. In all 
other respects the book is well adapted to 
its. purpose. The small page makes it 
handy to carry, and the 2-col. arrange- 
ment permits quick reading as well as 
simplifying the placing of cuts without 
costly runarounds. Certain other justifi- 
able economies are evident, as in the use 
of ready-made cuts from various sources 
in styles that don’t look happy together 
and in sizes that are sometimes out of 
proportion. Considering the difficulties, 
the pages are remarkably well-balanced 
and uncluttered, and the typography is 
adequate. All display lines are in Bodoni 
Bold of suitable sizes, with one welcome 
exception in the chapter heads, where 
“UNIT X” is in a light sanserif. The 
small margins are quite acceptable; the 
sole fault is in the trim; transfer a 
pica from head margin to foot and the 
page will look a lot better! 


Basic Electricity 

By Beauchamp & Mayfield, 73,”x11”. 
Publisher: Scott, Foresman & Co. $1.60, 
Composition: M. & L. Typesetting Co. 
Printer: Blakely Printing Co. 
Binder: Robert O. Law Co. 
Type: Lino. Electra 10/13; 371/,x58 
Stock: Champion’s Argyle E.f. 
Cloth: Bancroft Arrestox, deep blue 
Stamping: scarlet ink 
Designers: William Nicoll and (for cov- 

er) John Schacht 

Prepared for the same training course, 
this large-format 260,000-word textbook 
is superior to the one above because of 
its fresh approach to the entire idea. 
Unafraid of rules, the designer has em- 
ployed hairlines in a way that should 
bring them back into favor. Every draw- 
ing or group of drawings, together with 
its Metrolite explanation and Electra 
Italic caption, is placed within a 371/- 
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pica-wide box at the top of a page. Also 
for convenience in review, summaries and 
laws are set in Metrolite (with bold) and 
either placed in a box at the top of the 
page, or set full-width and placed at the 
bottom. Rules do a good job on the 
Contents pages* too. The text proper* 
is in 2 columns, 1, picas apart, with 
Metrobold sideheads and subtitles. There 
are some 35 pages containing nothing but 
large halftones and—except on the 8 
half-titles—their captions, but the 176 
text diagrams and illustrations are all 
uniformly rendered as clean line draw- 
ings. On the title spread the sanserif 
caps of the title are in reverse against a 
pair of big square halftones, above or 
below which the rest of the type appears 
in plenty of white space. It’s the neatest 
science text we've ever seen, and every 
page is a model of clarity. 


Brazil Builds 


By Philip L. Goodwin. 834”x11”". $5 
Publisher: Museum of Modern Art 
Printer: Wm. E. Rudge’s Sons 
Binder: Russell-Rutter Co. 

Type: Inter. Futura Med. 12/16; 31x56, 

Stock: Cantine No. 2 coated 

Cloth: Holliston Roxite Buckram, black 

Stamping: yellow and green inks 

Designers: format, Elizabeth 
cover, E. McKnight Kauffer 


Mock; 


Worthy of its contents, the format of 
this collection of pictures and text is no 
less modern than the 20th-century build- 
ings it depicts. It was inevitably a Book 
Clinic Selection, from its brilliant bind- 
ing* stamped in parrot greens and yel- 
lows to the 4-color and black-and-white 
bleed plates, sanserif types, and dynamic 
layouts within. The text is bilingual, and 
there are twin title pages, the Spanish 
one being a mirror-like reflection of the 
English. The latter is at the left, and 
the color frontispiece which separates 
them is printed to face it. Similarly, all 
other full-page plates and all groups of 
large halftones are given recto positions. 
While the text proper is set in 2 columns, 
the 10pt. legends are set 27 picas wide, 
grouped together regardless of the cuts, 
which are arranged for appearance 
values. The result is a splendidly unified 
text that may well set a style. 


* See illustration on page 53 or 54 


Don Juan 


By Lord Byron. 67%"x1014"”. $3.75 
Publisher: Heritage Press 
Printer: Americar Book-Stratford Press 
Lithographs: George C. Miller 
Binder: Russell-Rutter Co. 
Type: Lino. Baskerville 10/101/,; 291, 

x49 : 
Stock: Westvaco special laid, toned 
Cloth: Columbia Millbank, canar 
Stamping: Hastings green pigment 

and imitation gold leaf 
Designers: format, George Macy 

Hugo Steiner-Prag 

The tall format crowds six 
verses to the page and packs thx 
poem, notes, etc., into 374 pages 
turn out more readable than micht be 
expected. The type looks small because 
of the excessive page width—mucl) nar- 
rower margins would have made 
interesting-looking book as wel! 
more functional one. However, t! 
width is taken up with fanciful r 
heads and roman side numerals i 
script (the face used for the 
centered lines on the amusing Co 
page), and with canto titles in 24pt. 
Sylvan caps set flush-left. These book- 
making extravagances are possibly jus- 
tified by the poem’s humorous sty!«. The 
fact remains that the best pages in the 
book are an exquisite title page* and the 
Steiner-Prag lithographs, printed on the 
same stock as the text and carrying 
Linoscript legends. Equally striking is 
the yellow binding, whose handsome de- 
sign comprises maroon headbands and 
top stain, a chaste spine “label,” and an 
entwined recto initial. 
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The Embryological Treatises 

of Fabricius 

Tr. by H. B. Adelmann. 7”x10', 
Publisher: Cornell University Press 
Manufacturer: Vail-Ballou Press 
Type: Lino. Granjon 12/15; 30x49 
Stock: Linweave text 
Cloth: Bancroft Buckram, tan and 
Stamping: Peerless XX deep ¢ 

gold leaf and blank 
Designer: Robert Josephy 

Of the 900 pp. (2%4” bulk), over 250 
are reduced line facsimiles of the 17th- 
century Latin original, engravings and 
all, and another 250 comprise the trans- 
lator’s notes and index. For the notes, 
set 10/12, the leading compensates for 
the wide measure, and an additional 6 
pts. between notes is a further aid. The 
typographic good fortune of our age is 
evident in the respective title pages of 
the original and the translation, as well 
as in the advantages of machine type- 
setting. The new title page is just as 
wordy, but intelligent grouping of the 
material and greater variety of type 
style—ital., s.c., ete.—make it eas) to 
read at no loss of dignity, while a |ittle 
red trade-mark provides the needed color. 
There is no pulling of punches: The 
Garamond chapter titles and initials are 
set large in conformity with the lorge 
page size. In the translation section, 
gradually decreased type sizes drama- 
tize the outline form of heading; and the 
10pt. italic marginal notes required that 
the text measure be reduced to 27 pica. 
An unbelievable complexity of material 
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PARAGRAPHS ON 
PRINTING 


ELICITED 
FROM BRUCE ROGERS IN 
TALKS WITH JAMES HENDRICKSON 
ON THE FUNCTIONS OF THE 
BOOK DESIGNER 


WITH OCCASIONAL NOTES AND 
ILLUSTRATIONS 


NEW YORK 
WILLIAM E. RUDGE’S SONS 
1943 





46 Paragraphs 

Should you have a good designer of book decorations at hand 
use his work by all means, if you can afford it; but though 
the older printers employed engraved decorations, head- 
bands, sectional borders, etc., over and over again, and even 
borrowed them freely from each other, modern taste con- 
siders this beneath its dignity and demands fresh work in 
every detail. The result is that the typefounders’ books no 
longer display page after page of decorative headings, tail- 
pieces, and initials; which is perhaps just as well, for most 
of them were very mediocre specimens of decorative art. 
The newer ornamental additions to the printer’s resources 
are a reversion to piece borders, and unit ornaments de- 
signed to carry out the present-day styles of typography. 
Many of them are excellent, especially those based on cal- 
ligraphic models, though most of these permit of but few 
variations in composition. A series produced a few years ago 
permits a little greater variety of arrangement, as the illus- 
trations on the following pages will show. 


7 TX OWNED 


If an antique or rough-surfaced paper is to be used in your 
book you will find that type ornaments work better on the 
press than most line cuts do. But that is largely because the 
engravings are sometimes not made well enough, although 
their printing qualities have recently been much improved. 
Zinc etchings are imperfect as they come out of the acid 
bath; you cannot sink them into the paper as you would with 





On Printing 113 


the letter and the text type in all the lines abutting on the 
initial, with the exception of the first line which, with the 
first word usually in capitals, was brought over close against 
it (a and c, p.114). This became such a convention in compo- 
sition that when rectangular or other shapes of ornamental 
engraved initials were inserted, the white spacing between 
the block and the type was still exaggerated, even though 
the bottom of the letter aligned perfectly with one of the text 
lines (¢). This was known as the ‘river and bridge’ practice, 
when it came in for criticism at the hands of writers on 
typography; but to this day many compositors do not seem 
to have ever encountered any condemnation of the custom, 
and in the work of otherwise careful printers there is an 
astounding indifference to the manner of fitting in an initial 
letter. One of the most common errors occurs when the ini- 
tial is the beginning of a word which is completed in small 
capitals instead of capitals. Almost invariably the top of the 


as to be almost out of scale with the rest of the page. The writer of this 
note raised this question several years ago and received the designer’s 
explanation: he had wanted to use simply the words HOLY BIBLE, but 
Sir Humphrey Milford, the publisher, insisted on THE HOLY BIBLE, 
so THE was kept as unobtrusive as possible. 

Mr. Rogers once said that the colophon for Peronnik the Fool, with its 
two-inch high B R in red was the ‘most immodest imprint I’ve ever put 
on a book.’ He has fittingly atoned for it in the Bible imprint; the B 
and the R are visible at the top and bottom of the Oxford mark, but only 
to one who has been forewarned that they are there. Incidentally, this 
publisher’s mark, placed at the end of the printing, is the only piece of 
decoration in the Oxford Lectern Bible, unless we may count the para- 
graph marks as decoration. J.H. 
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PARAGRAPHS ON PRINTING, written at the request of and published by William E. 
Rudge’s Sons, was designed by Bruce Rogers, and printed by William E. Rudge’s Sons, 
New York. The text was set in English Monotype Bell. Insert by courtesy of the publisher. 














js concealed by tne smoothness of tne 

typography. The binding’s vast area is 

broken by the 2 cloth colors; blanking 

of 2 spine panels as background for the 

type dds a third texture. 

Income Size Distributions 
in the U. S. 


By Income Conference. 534”"x91¥,”. $1 
Publisher: Natl. Bureau of Economic 
Research 
Manu‘acturer: American Book-Stratford 
Press 


Type: Inter. Garamond 11/13; 24x41, 
Stock: Warren’s 1854 text 
Oloth: Bancroft Buckram, red 
Stamping: black ink 
Designer: Ronald Freelander 

Sobriety, clarity, and a certain amount 
of dignity and authoritativeness are the 
requirements of a monograph of this 
kind. Any frills would render the vol- 
ume suspect, but the designer should still 
keep the volume from looking like a 
tombstone, and any lugubrious effect has 
been completely avoided here. There are 
no ornaments, but 14pt. Garamond 
wsl.c. is informal enough to take the 
chill off the symmetrical chapter heads; 
and Garamond itself is human enough 
to make the text readable, especially in 


these slender pages. The various degrees 
of subtitles are adequately handled in 
s.c. or ¢.«s.c. Even the tables—through 
adherence to the text face and reliance 
on careful spacing instead of rules—lose 
their forbidding look. Red buckram 
completes this inviting format. 


An Invitation to Spanish 

By M. & E. Madrigal. 5”x8”. $1.50 
Publisher: Simon & Schuster 
Manufacturer: H. Wolff 
Type: Lino. Baskerville 12/14; 22x36 
Stock: Whitaker bulky antique 
Cloth: Bancroft Eton, red 
Stamping: Coughlin’s imit. gold roll leaf 
Designer: Tom Torre Bevans 


by printing on antique stock, using 
the type size and page proportions* of 


a typical novel, and employing Margaret 
Bevans’ light touch for the line illus- 
trations, S&S have turned out a book that 
will say “come hither” to even the most 


texthook-shy person. The sober, squared- 
off title page in just 5 even lines of 


Baskerville caps and no rules, the spar- 
ing use of b.f. (confined chiefly to cap- 
tions), and the general lack of academic 
paraphernalia all contribute to the idea 


this is a painless, nay! a delightful 
way to learn a language. The text— 
mostly in Spanish—fits comfortably into 
the 206 informal pages. The bright cover 
des'en—its red cloth contrasting with 


the green top stain—comprises the title 
rea‘ing down the spine and, on the recto, 
an outline of un gallo over a small ver- 
sion of the title. The invitacion should 


be widely accepted. 


Leonardo: Master 
of the Renaissance 
By E. H. Lansing. 644"x914”". $2.75 


Publisher: Thomas Y. Crowell Co. 
Printer: Golden Eagle Press 


JUNE, 1943 





Grocure plates: Photogravure & Color Co. 





Binder: Cornwall Press 
Type: Lino. Janson 12/15; 26x44 
Stock: Warren’s #66, text shade 
Cloth: Terek Mohawk, natural 
Stamping: rust ink 
Designer: George Hornby 

Except for a cover design that exhibits 
discipline but no fervor, this biography 
for older children has warmth, consist— 
ency, and a quiet beauty in addition to 
the ordinary concomitants of good book- 
making. The small but well-spaced title- 
page type is confined within a broad 
frame of fine lines, and the first word of 
the title is set in a hand-tooled Text that 
perfectly fits the period. The chapter 
heads are set between fine rules, and the 
2-line Narciss initial again catches the 
hand-tooled mood of the time. The tall, 
spacious pages of Janson, free of run- 
ning heads, are the right color to face 
Sharp’s full-page wash drawings. His 
vigorous and convincing pictures helped 
make this the worthy “50 Books” selec- 
tion that it is. 


Papermaking 
By Dard Hunter. 6”x9”. $4.50 


Publisher: Alfred A. Knopf 
Manufacturer: Plimpton Press 
Type: Lino. Caledonia 10/12; 24x41 
Stock: Warren’s Cumberland dull-coated 
Cloth: Holliston Zeppelin blue-green 
Stamping: purplish blue ink 
Designer: W. A. Dwiggins 

As far as the Parade is concerned, 
this is a perfect book—as well it might 
be, seeing that one great artist designed 
the type, drew the ornaments, lettered 
the spine, and panned the entire vol- 
ume. Typically WADian is the cover 













































design*, both in its strange color scheme 
(as above, plus black topstain) and in 
its decorative elements. Because of the 
number of halftones incorporated in the 
text, coated paper was desirable, and 
readers’ eyes were saved by the choice 
of dull finish. Caledonia has long proved 
itself ideal for smooth papers, on which 
it retains its delicacy and strength. For 
title page and chapter titles, Bulmer 
shows a close kinship to the text face. 
Beneath the chapter title the subhead— 
a few lines of Caledonia caps in an in- 
verted pyramid—forms an easy transi- 
tion into the text. The title page, too, is 
arranged symmetrically, the roman caps 
or u.&l.c. italics brilliant against the 
coated stock, and the Caledonia imprint 
finished at each end with a bold type- 
leaf. For its design and manufacturing 
quality as well as its contents, this fu- 
ture “50 Books” selection is recommended 
to all designers. 


Twenty Modern Americans 

By Cooper & Palmer. 514,”x774". $2 
Publisher; Harcourt, Brace & Co. 
Manufacturer: Plimpton Press 
Type: Lino. Janson 11/13; 24x37 
Stock: Lincoln E.f. 
Cloth: Interlaken Arco, grey-green 
Stamping: glossy maroon ink 
Designer: Robert Josephy 

The title spread* is an epitome of the 
book. It shows the balanced use of illus- 
tration, the sane proportions of the type- 
faces, the electric quality of the display, 
the discipline that clothes the variety of 
treatment, the insistent readability of the 
page. Kaufmann script makes a great 
chapter title because it is alive but not 










Criterion 


Brazilian art in its World’s Fair atmosphere, papermaking in 


its Chinese background, and modern life in the modern idiom. 
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bold, and it works as a caption under the line portrait because 
it blends an artist’s freedom with the regularity of a typeface. 
Half-titles are adequate though extremely simple: 2 centered 
lines of 12pt. Janson hairspaced caps, the first italics, the sec- 
ond roman. And as for text, it suffices to say that it is Janson, 
well printed. Many of the 3-line Weiss initials are too fussy 
for the masculine text—the only discord in a brilliant American 
symphony. 


With Sherman to the Sea 
By T. F. Upson. 536”x8”. $2.25 
Publisher: Louisiana State University Press 
Manufacturer: Vail-Ballou Press 
Type: Lino. Caslon Old Face 1114/1342; 22x38 
Stoci:: Warren’s Old Style wove 
Cloth: Holliston Roxite LS Vellum, dark brown 
Stamping: All-Purpose imit. gold roll leaf 
Designers: format, Marcus M. Wilkerson; cover, Bruce Denbo 
For this 50,000-word journal of a young Union soldier, an 
unassuming format that without actually copying the style 
of the 60s, subtly alludes to it. The dark cover recalls the 
binding of a day-book: plain sides, but the spine divided by 
rules into 5 panels, one of which sports a few old-time orna- 
menis. The paneled Baskerville title page, while typographic- 
ally successful in itself, seems too formal for the context; but 
the text pages that follow are just what they should be: con- 
ventional in proportions, surmounted with running heads in 
u.al.c., While display lines are friendly in u.al.c. ital. The Con- 
tents, too, are well handled in centered lines set thus: 


Exiremes are suspect (Continued from page 53) 


been taught (and by book designers!) that a book should 
be more comely and gracious than a news-sheet. 
However, let’s look at the mathematics of a certain 
book, Woollcott’s “As You Were” (Viking), mentioned 
on page 71 of the April issue. It is a tough comparison, 
since that format of 19 x 3314 type on a 414 x 63% 


page gives a used area of 67.21%—which is just about 
a record. (Incidentally, that book was made to fit ob- 
vious requirements of minimum bulk and dimensions 
and this comparison is only mathematical.) 

l'or example, then, on a 614 x 914 page, the same 9/11 
Caledonia in two 14-pica columns with a 6 point rule 
between (we might as well admit that the rule is neces- 
sary), gives an overall page 2814 x 4814, 67.75% of 
the area (there goes the record), with margins 41, 3, 4, 
and 4, Allowing one line for running head or folio—or 
a faney rule if your taste runs to that—there are 104 
lines to a page, making 310 pages. Keep the prelims 
down to another 10 pages and it comes out very neatly 
in ten 32s. 

't would not be beautiful. As an extreme it is sus- 
pect. It could not be anything but a page full of type, 
but I maintain that it would be as readable as any news- 
paper text, or more so, and in more compact form. Right 
here the champions of newspaper “legibility faces” 
enter a claim for attention. Being prejudiced, I do not 
choose to listen, but they are entitled to a hearing. 

' much prefer to consider 10/11 Granjon as a sub- 
stitute for the 9/11 Caledonia but find that the saving is 
inconsiderable. Comparing type faces is a reminder 

t, if as and when we do come to double columns—in 

‘t, in any narrow measure—a thin face is better than 
a ‘atone. And thin spacebands are obligatory. 


“- AT THE OTHER EXTREME, the faults of small formats 
arc not in production economy or legibility but in ap- 
Peirance, especially to the eyes of a public who will 
probably continue to value books by size. They look 
insignificant on a shelf unless a fine binding or an elabo- 
rate spine decoration gives them an air of importance. 


JUNE, 1943 


A Kentucky Interlude, p. 2 


Youth Goes to War 

By Spencer & Burns. 53/,”x73/,". $1.28 
Publisher: Science Research Associates 
Manufacturer: Cuneo Press 
Type: Lino. Old Style #7, 10/11; 24x38 
Stock: Thor English finish 
Cloth: Bancroft Arrestox, creamy tan 
Stamping: dark blue (2 impressions) 
Designer: Robert B. McCombe 

“Smash” appeal for the display pages, no appeal at all in 
the text pages. The latter are set from worn matrices in an 
unprepossessing type-face insufficiently leaded for its line 
width, and broken by Condensed Gothic subtitles so bold they 
make reading even more difficult. The halftones, too, have a 
“mourning” border that would look good on a much larger 
page. Chapter titles in faint Condensed Gothic Outline caps 
are lost in the shuffle. The title page and Part half-titles do 
their shouting in Franklin Gothic Oblique caps in 60 and 48 pt., 
respectively, and face dramatic full-page photos that bleed 
left and right and mourn at top and bottom. Both are in- 
genious: On the title page the flush-left title interrupts a solid 
flush-left 13-pica column of text in 14pt. Condensed Gothic, 
precisely the depth of the facing picture. On the half-titles the 
“Part One” reads upward at the left, and the 3-line title comes 
to the same depth. As spreads, they’re almost magnificent. On 
the near-khaki of front and back covers*, the same heavy- 
artillery tactics are employed. —D.M.G. 


Again, the square page is an awkward proportion. It 
gives nobility to a quarto, but in a “dumpy duodecimo” 
it looks as if growth had been stunted early in life. 

Compare the two small sizes included in the commit- 
tee’s report. The 454 x 6 is obviously based upon the 
38 x 50 tradition that has channeled thinking about book 
production for many years. How much more “bookish” 
is the 43/16 x 73 format! At least it seems so to this 
biased observer, since it is approximately my pet fools- 
cap octavo, 414 x 7. 

Measure the latter against the Woollcott item above. 
The same margins, as nearly as practicable, give a type 
page 19 x 3914; allowing one line for a running head 
leaves 42 lines and the number of pages drops from 672 
to 576—in 96- instead of what seems to have been 72- 
page forms—and the area percentage is 67.49 as against 
67.21. 

I have climbed out on a limb with this argument to 
emphasize, for the benefit of the freshman class, the 
necessity of considering all angles of a problem. If 
either of the variants I have imagined had been more 
suitable for the Woollcott book, you may be sure that 
Milton Glick would have used it. Is it necessary to ex- 
plain that a pocket edition for men in the services should 
bt fitted to the pocket rather than to some mathematical 
formula? The Council for Books in Wartime is working 
along similar lines and may be expected to get some 
new standards in economy and utility. 

Now all that remains to be done is to convince the 
public of the sweet reasonableness of these changes in 
format. They have been misled in the past by small 
books, cheaply made for quick markets, from which some 
of the content was omitted and in which little or no at- 
tention was given to design. The responsibility of our 
profession is greater than ever in this time of need—the 
responsibility for demonstrating that a book may be 
small, that margins may be narrow, that bindings may 
not always be in unusual colors, but that the reading 
matter may remain clear and, within practicable limits, 
maintain an air of relation to the subject. 
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PHOTO OFFSET UTHOGRAPHERS 


S2 EAST ISTH. ST. NEW YORK, N.Y. GRAMERCY 7-3200 


Oliver Offset says... — 


If by some mischance you haven’t yet inspected the books 
comprising the “Books by Offset” show, you still may have an 
opportunity to do so. For, besides the traveling AIGA exhibit, 
complete sets of the books are on view at the Harris-Seybold- 


Potter offices in N. Y.,-Chicago, and Cleveland. Copies of all 
548 entries will be in the latter, as well . 


Remember the book package produced for the “Just 8» 
Stories” set issued last year by the Garden City Pub. Co.? If 
you don’t, it was pictured in BaBP for November, page 21, 
Well, it’s been spotlighted again, this time with th. only 
award in the Counter Merchandise Group of the 12th Annual 
All American Package Competition. All the jungle denizens 
were lithographed by Whitman Pub. Co. on a single piece of 
board which was then so diecut as to permit each one to 
stand out in relief when the package top was snapped into 
place... — 


Production of sensitized film for offset lithography, alt! ugh 
cut to 76% of 1941 production, will continue despite the fact 
that it is unpredictable how much will be available a! all 
times for civilian consumers. There may be months in which 
there is insufficient quantity to fill all needs, Vicror W. H 
director of the Graphic Arts Division, Eastman Kodak 
informed the Lithographers National Assn. at its war proi 
conference in Chicago last month. 

Frep A. Weyrmoutu (International Printing Inks Co.), \ow- 
ever, assured the group that there would be adequate printing 
ing, since the WPB had approved the essentiality of the pr 
ing ink makers, the manufacturers had foreseen many short- 


ages, and finally, curtailment of one item is not necessarily 
hardship ... — 


"RST, 
Co., 
lems 


A plastic offset printing plate, reserved for the exclusiv: 
of government agencies and the army, has been develo 


from a resin manufactured by EF. I. du Pont de Nemours. 'T 


plates are manufactured by the Plastolith Co., Boston 
are made in the same way as metal plates. Polyvinyl ak 
is sensitized with bichromate of ammonia, exposed, tr 
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with developi.g nk and developed in water, etched, and put) 
on the press. The plates are reported to give the same number 
of impressions as metal plates and to carry 25% more ink | 
without smudging. Their development followed an experi- | 
ment in coating the resin on a zinc base. They are now being 
ysed with a special laminated polyvinyl finish waterproof 
paper for special army map work ...— 


Orticers elected by the Lithographers National Assn., at its 
gst!i annual meeting in Chicago last month are as follows: 
Mavurce Saunvers, chairman of the board; Louis TrauneG 
(Stecher-Traung), president; Grorce E. Lover (National Pro- 
ces vice-president; Grorce C. Kinprep (Kindred McLean), 
treasurer; W. Froyp Maxwe.t, secretary, and Perrcivat D. 
Ovivrr, general counsel. Loder, E. W. Jacxson (The Steck 
Co.). and E. H. Wapewrrz, (Western Ptg. & Litho.) are 
among the directors ...— 


field notes 
buvce Genrry’s class in “Producing the Book,” part of the 
course in the Practice of Book Publishing given by N. Y. Uni- 
rsity and sponsored by the Book Publishers Bureau, the 
k Manufacturers Institute, American Booksellers Assn., 
| the AIGA, attracted an attendance of 500, when it was 

i May 24. 


new group of “typomaniacs” known as The Gargoyle has 
formed in Chicago by Norman Forcur. Members: THet- 
Beane (J. B. Lippincott) and Exvarne Lunpeuist, HA 
, Aup Wirkerson, and Forgue, head of Norman Press, 

here they meet each Tuesday night setting type by hand, etc. 
first 3 are each working on an essay of Theodore Wesley 

Coch, while Wilkerson and Forgue are working on “Ali Baba 
the 40 Thieves.” 


Frank C. Henry, director of the newly formed publishing 
rrganization, Essential Books, will design and supervise the 
roduction of the wartime format in which the books will ap- 

The series, confined to popular titles on technical and 
echanical subjects, will be in hard covers, measure 444" x 

and be in the $1-2 price range. The company is sharing 
lices with Duell, Sloan & Pearce, who will also act as dis- 
ibutors of the books. 


Jess Stern and W. Ross Marvin, both former Scott, Fores- 
and Chicago Book Clinic executives, are now doing 
ecial editorial war work in Washington. 


Hers Cann, formerly of Reehl Lithographing Co., N.Y.C., 
d before that with Random House, is now on the produc- 
. staff of American Boox-Srratrorp Press. 


Davi T. Porrincer has resigned from Harvard University 
ss as of July 1, having been on official leave of absence 
during the past few months. 


avin GreeNuOop is the author of “The Hill,” a fiction title 
a deserted California mining town, published by Duell, 
m, § Pearce last March. It is his second book, the first 
ng “Chronology of Books and Printing,” on which he col- 
rated with his wife, Heren Gentry. Greenhood’s poems 
frequently published in literary magazines and anthologies. 


ist month H. W. Scuitp became director of production for 
Limited Editions Club, Heritage Press, Readers Club, ete. 
had been with the Book House for Children for 11 years. 


‘eTER OxpeNnsBuRG, textbook designer and artist with The 
millan Co., left the firm May 1 and joined the drafting 
sartment of Carl L. Norden, Inc., N.Y.C., the bomb-sight 
\ufacturers. 


\pril was a triumphal month for Huco Srerner-Prac (see 
bP, May 1942, p. 53), for it was then that two books 
i ustrated with his lithographs were distributed to those groups 
' discerning readers, the Heritage Club and the Limited Edi- 
is Club. The former received Byron’s “Don Juan,” the 
ter, “Tales of Hoffman.” 


A number of rumors have been published to the effect that 
nvlon type is now an actuality. However the Du Pont Co., 
who patented the process of making type from this material, 
have not carried out any development work upon it since all 
nylon production is going into war applications. 
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Peter Papyrus says...— 


What they won’t be able to do with paper next is a risky 
prediction. There’s a new process on the market by which 
paper is treated to resist water, oil, grease, perspiration, ete. 
It may even be boiled, or washed with soap and water. Just 
the thing for bathtub or bathing beach literati, or for home 
mechanics, tinkering with the family bus. 


For either tyro or veteran, there are many aids to figuring 
the amount of. paper needed, one of the most useful of which 
is “The Book Manufacturers Guide: Paper,” issued by Henry 
Lindenmeyr & Sons, N.Y.C., of which a new edition has just 
been issued. It includes several helpful tables of the number 
of reams to a case, various page sizes which may be cut out of 
standard sheet sizes, sizes and weights in various substances, 
and a quick calculator of the number of reams for books of 
varying sizes and quantities. 


Second in a series of broadsides from W. C. Hamilton & 
Sons is an impressive reproduction of the Atlantic Charter 
designed by Bruce Rogers. BR chose Goudy’s Hadriano for 
the text and a special border virkotyped in gold combining a 
rope design with the British lion and the American eagle. It 


is printed on a 134%” x 21” sheet of Hamilton Weycroft, ivory, 
100lb. 


Thistle kill you! It is reported that the famous Scoitish 
thistles are being used to make paper. It’s not surprising— 
practically everything has been used to make paper at one time 
or another—even corn husks. The difficulty lies in the ma- 
chinery for treating the raw materials, as mentioned in the 
Engish publication, The Librarian, in some dour meditation 


on the lack of paper, boards, and other bookbinding supplies 
in England. 


RISING PAPER COMPANY 


Makers of Bookvertising Papers, Bonds, 
Writings, Index Bristols and Weddings. 


HOUSATONIC . MASSACHUSETTS 


Qebuylkill Lining Paper 
“the best end sheet made’ 
WHITE—BOMBAY—TURQUOISE 
SEAFOAM—QUAKER 
Distributors from Coast to Coast 
For information: Schuylkill Paper Co., Philadelphia. 


Demestic and Imported 
BOOK-COVER and TEXT PAPERS 
Skin Vellams ond Parchments 
The STEVENS-NELSON Paper Corporation 


109 EAST 3let STREET, NEW YORK 
453 Washington Street, Boston 


STRATHMORE PAPERS 


for Books, Bindings, Jackets, and Book Advertising 
See your Strathmore Distributor 
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CLINICAL 


CHICAGO BOOK CLINIC 


An insight into the mammoth job of editing and manufac- 
turing the Encyclopedia Britannica was given members of the 
Chicago Book Clinic by Walter Yust, its editor-in-chief, at the 
clinie’s meeting May 4, in the Chicago Art Center. ce 

Yust, who was introduced by Glenn Price, the Encyclopedia s 
art editor, revealed that preparation of copy for each printing 
occupies 8 months, and printing, binding, and delivery another 
s. Revisions are made with each printing, and these average 
two a year, being scheduled over a 10-year period. They are 
made by some 30 classifications, handled in such a way that 
all material in the volumes is reviewed and revised if necessary 
at least twice in 10 years. About 3000 pages are so revised in 
each printing, at a cost of $18.50 per page. 

The various printings are assigned letters in alphabetical 
order rather than numbers, Yust explained. The “Q” printing 
is now on sale, and work is being done on those down to “U”, 
which will be published sometime in the fall of 1944. Copy is 
sent to the printer regularly, and as each section is completed 
it is set aside to wait for the final portion of each series. 
Appi ximately 36,000,000 words are contained in each of the 
10,000 sets produced each year. 

A display of the various editions in which the Eycyclopedia 
has appeared, an illustrated description of the make-up of a 
page, and the method of binding were available for inspection 
of the clinic members. The exhibit was held in connection with 
the Encyclopedia’s 175th birthday. 

At the dinner meeting in the Stevens Bldg. restaurant pre- 
ceding Yust’s talk, William Nicoll (Scott, Foresman), Clinic 
vice-president, appointed a nominating committee, to make its 
report at the June 1 meeting. 


N. Y. TRADE BOOK CLINIC 

Bruce Gentry (H. Wolff), chairman of the N. Y. Trade 
Book Clinic, AIGA, announced that officers for the 1943-44 
season would be elected at the June 10 meeting, held at the 
Town Hall Club, N.Y.C. Harry L. Gage (Linotype) headed 
the nominating committee composed of the Clinic’s past chair- 
men, including—besides Gage, the first chairman—Frederic 
G. Melcher (P.W.), Ernst Reichl (Wolff), Milton B. Glick 
(Viking), A. P. Tedesco (Doubleday), and David M. Glixon 
(B«BP). Gentry’s reelection was assured. 

Also on the program were a discussion of the wartime format 
recommendation of the Book Publishers Bureau (May issue, 
p. 21), and a display of several new panels showing the steps 
in book design and manufacture. Ernst Reichl combed the 
current book crop for the June selections, listed below. 


BOSTON BOOKBUILDERS 

Robert F. Thompson (D. C. Heath & Co.) was reelected 
president of the Boston Bookbuilders at its meeting on June 1 
at Schrafft’s West St. restaurant. Other officers elected were: 
Mark W. Bradford (Geo. Banta Pub. Co.), vice-president; 
Gladys Pitcher (C. C. Birchard), secretary; William H. Dyer 
(Jos. Bancroft & Sons), treasurer; and the following execu- 
tive board: Charles E. Bacon (Allyn & Bacon), Dudley R. 
Cowles (D. C. Heath & Co.), Charles H. Gushee (Financial 
Publishing Co.), Henry A. Laughlin (Houghton Mifflin), 
Frederick A. Rice (Ginn & Co.), Richmond Mayo-Smith 
(Plimpton Press), and Howard Wallingford (Tileston & Holl- 
ingsworth). 

tev, Walton E. Cole, guest speaker, discussed the importance 
of propaganda and the part books played therein in shaping 
the course of history, besides describing his interview with 
Wendell Willkie concerning the latter’s “One World.” 


N. Y. TRADE 


Designer 


J. W. Donaldson 
THE BED-BOOK OF EATING AND 


DRINKING 
IN THE CHINESE GARDEN 
THE TENNESSEE VALLEY 
AUTHORITY 


J. B. Lippincott 
Lippincott, Jr. 


John Day Robert Josephy 


U. of N. Carolina Press Andor Braun 


JUNE, 1943 


D. T. Walden; J. W. 


REPORTS 


N. Y. TEXTBOOK CLINIC 


Burton L. Stratton (Holt) was elected to succeed Alden P. 
Graves (T. Y. Crowell) as chairman of the Textbook Clinic, 
AIGA, at the meeting of June 4 held at the Town Hall Club, 
N.Y.C. Alicia F. Yasinsky (Macmillan) was elected vice- 
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chairman for 1943-44, and R. F. Neale (McGraw-Hill) secre- 
tary-treasurer. 

The meeting marked the opening of the 1943 “60 Textbooks” 
exhibition, which will be on view all month in the Teachers’ 
Reference Room of the N. Y. Public Library branch at 127 E. 
58th St. Members of the jury spoke in defense of their selec- 
tions and rejections. As mentioned in the description of the 
show on page 27, the annual award made by Booxsinpine & 
Boox Provucrion “for progressiveness in textbook design and 
manufacture” was won by The Macmillan Co.; and the framed 
certificate—calligraphy by Edgard Cirlin—was accepted by 
T. C. Morehouse, manager of Macmillan’s College Dept. 


PHILADELPHIA BOOK CLINIC 


“British authors now take binders instead of publishers out 
to lunch,” F. Ronald Mansbridge, manager of the Cambridge 
University Press Dept. of the Macmillan Co., observed in his 
discussion of British wartime book production before the Phila- 
delphia Book Clinic, May 20. The meeting, which was held at 
the Art Alliance, also witnessed the election of Everett E. 
Hale, associate production manager, J. B. Lippincott Co., as 
chairman to succeed Oliver G. Swan of Macrae-Smith, who 
was completeing his second term of office. 

A survey of British restrictions on book production, pre- 
pared by Ruth Keener (U. of Penn. Press) and circulated 
among the members, served as a background for Mansbridge’s 
talk. He noted that the three chief shortages in England were 
manpower, machinery, and paper. All combined to achieve a 
somewhat desirable “pruning” of publishers, however. But a 
serious loss was the large amount of bindery machinery de- 
stroyed in the blitz. It is not infrequent that 6 months elapses 
before a book comes back from the binders. 

Paper, which has been cut to 3742% of 1939 usage—com- 
pared to our cut of 10% of 1942—has caused the greatest 
change in English books, which are largely affected by the 
British Book Production Economy Agreement (see May BsBP, 
page 21). Withal, business is better in the trade, as almost any 
book will sell. One aircraft title sold over 100,000 copies. 


BOOK CLINIC SELECTIONS FOR JUNE 1943 


: Title Publisher 
ARTHUR PENDRAGON OF BRITAIN G. P. Putnam 


Manufacturer 
Colonial Press 
Van Rees Press 


Paper 
Warren Old Style 
J & M Maryland wove 


Cloth 
Bancroft Lynnene 
Columbia Lynbrook 
Cornwall Press 


Warren Cumberland gloss Holliston Sharon Vellum 


Kingsport Press Walker Grade A wove Interlaken Art Vellum 
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Production Primer 


To croose axp onver THE 
paper for any book intelligently, the meaning and application 
of certain common paper terms must be known. 

Paper is usually sold by the pound. The substance or basis 
weight of a book stock means the weight of 500 sheets of that 
paper in the basic 25 x 38 sheet size. Thus “50 lb. antique” 
means an antique stock of which 500 sheets in the 25 x 38 size 
would weigh 50 lbs. As the sheet sizes increase, the weight 
also rises in proportion; e.g., a ream of 50 Ib. antique in 38 x 50 
size would weigh 100 lbs., and it would be ordered as 38 x 50 
—100. Of late there has been a tendency to use 1000 instead 
of 500 sheets as the basis. Consequently if you find a paper 
listed thus, 38 x 50—200M, you will know that it is still 50 
lb. stock. Paper price lists contain tables that convert basis 
weights into ream weights. 

To find the number of pounds of paper you must order, you 
must first ascertain the number of sheets you will need, the 
sheet size, and then, from your paper supplier's catalog, 
their weight in the substance you have selected. 

The page size should be selected with an eye not only to 
attractive proportions but also to using a standard size sheet 
with the least waste. There are a number of sheet sizes per- 
mitted by WPB (see table of paper available under L-120, 
in BsBP for November 1942, or write for a reprint). The 
sizes of eggshell most commonly used in publishing are 38 x 50, 
41 x 61, 44 x 66, and 46 x 69. Tables supplied by paper manu- 
facturers show at a glance how many pages can be gotten from 
a single sheet. 


© Suppose we HAVE CHOSEN a 51, x 842 page size. Adding 
4%,” for trim on 3 sides brings it to 55, x 834. Dividing this 
into the various sheet sizes to see which will cut out the most 
economically, we find 35 x 45 is the best size to use, as it will 
allow 32 pages to be printed each side, leaving no waste at 
all. (45 — 55, = 8, and 35 ~— 83%, — 4. Multiplying 8 x 4 
gives us 32.) 

A 320-page book would be divided into ten 32p. forms, 
requiring 5 sheets for each book. If 5000 books. are to be 
printed, 25,000 sheets are needed. Allowing 4% for spoilage, 
you add another 1000 sheets, making 26,000 in all. Your paper 
catalog will show that 1M sheets of 35 x 45 in substance 50 
weighs 166 lbs. Multiplying this by 26, we find 4316 Ibs. of 
paper are needed. (Under today’s conditions it is safer to 
figure spoilage at from 6% to 8%—the longer the run the 
smaller the percentage.) 

Now that we know how much paper to order, we must 
consider our choice. All the factors mentioned in our May 
article apply, as well as several others. Generally speaking, 
the major factors are bulk, grain, and finish, all of which affect 
the paper’s printing and folding qualities. These are sum- 
marized for each finish in the following table (for offset print- 
ing, consult a lithographer). 


Advantages 
Antique Relatively 


Disadvantages 
inexpensive Cannot be used for print- 
grades are available ing halftones, except 
Good for type, line, and by offset 
Ben Day subjects 


Hicu Relatively inexpensive. Fuzz causes press and 
Buk Gives a book bulk or folder trouble, with un- 
thickness pleasant effects on the 
appearance of the 

book. 
E.r. or Suitable for 110-120 Breaks down under re- 
M.F. screen halftones peated folding, hence 
requires smaller forms. 
COATED O. K. for all halftones in Unless dull-coated, glare 


Srocks all processes reduces readability 
Good folding qualities in Expensive 
special folding grades 


© Ovr HyporHeEricaL NoveL is one which the editors believe 
will have a comparatively short life; naturally it has no 
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halftones, and is not intended for textbook use. Consequently 
we may use an inexpensive antique-finish paper. In the cage 
of an antique or eggshell, the only drawback is that in certain 
weights, such as the 50 lb. we have chosen, it is too heavy to 
fold well in large sections. Before switching to another stock, 
however, study this table of folding practice in book paper: 


Recomended Maximum Pages per Section 
Antique: up to 60 lb., 32pp.; 60-80, 16; over 80, : 
Bu.kine: up to 65 lb., 32s; over, 16s 
E.¥., M.F.. SUPER: up to 60 Ib., in 32s 
Coarep: never larger than 16s 
Brisie: up to 30 lb., in 64s 


Since the full sheet for our hypothetical novel would form a 
64-page section, we must choose between having the book 
printed as twenty 16-p. forms, and bound in 32s (16 pazes on 
each side of the sheet), or asking the printer to arrange the 
32 pages on each side (impose them) so as to permit them to 
be printed as two 16s, backed up with another two lés, to be 
slit on press or folder into two 32p. signatures. 


tS Bux refers to the thickness of the folded and sinashed 
signatures of any given book. There are numerous tables 
available which show the number of pages in various weights 
and finishes of book paper which will make a pile 1” deep. 
Printed on 50 lb. eggshell, which bulks around 460 pages to 
the inch, our 320p. novel will bulk about .7”. If printed on 
E.f. of the same weight, it would be about .44” thick. 

Grain refers to the direction in which lie the fibers from 
which the paper is made. Grain may usually be had in either 
direction, and should be specified whichever way would be 
parallel with the binding edge. In our 514 x 8% book the 
grain should be the short way of the sheet (i.e., in 35 x 465, 
the 35” way). Otherwise the folding would be done mostly 
against the grain, with resulting irregular folding and crack- 
ing of the sheet, and unpleasing appearance of the pag: 

Flexibility is essential to good book paper. American readers 
react badly to stiff pages that have to be creased into sub 
mission. 

Be sure that the paper you order is adapted to the presses 
and folders of the plants which do your work. Consult your 
printer if in doubt. 


v Ir rere arr only a few halftones to be used in the book, 
it is needless to use a halftone stock throughout. Have them 
printed on single pages to be tipped in, or in small signatures 
to be sewed or pasted in the book at proper intervals, or— 
most economical—print them all in one signature and _ bind 
them in at some appropriate point between sections or at the 
end of the book. 

Having the sheets packed on skids instead of in cases will 
save you some money. 

Virtually any size, color, weight, grade, or finish may be 
obtained on a making order (for minimum quantities see table 
previously mentioned or ask your supplier). However, it is 
advisable to adhere to the standards whenever possible. 

If you are planning to print by offset, keep in mind that 
while offset paper comes with various surfaces, including 
antique, it is specially manufactured for use in the offset 
process. 


Times New Roman analyzed 


“Letter Perfect” is the title of a handsome 16p.-an-cover 
brochure on the creation by the London Times and Monotype 
Corp., and subsequent adoption by Crowell-Collier, of Times 
New Roman. This type, created to afford the greatest possi- 
ble compression of words and letters in the space available at 
the instance of the Times, has been 16 years in the making, 
according to the booklet. The illustrations and text incisively 
analyze the design of the type and offer blown-up comparisons 
with other popular faces such as Bodoni and Garamond. The 
brochure includes demonstration editorial pages from com- 
pany publications printed by them in full-color gravure. 
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Electrotyping, Presswork and Binding 


70 East 45th St., N. Y. City, Plant at Albany, N. Y. 
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Complete Printing and Binding Service COMPLETE BOOK MANUFACTURERS 
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Book Covers & Bookbinding ROBERT 0. LAW COMPANY 
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PUBLISHING COMPANY school text books and subscription books 


239 South American Street * Philadelphia, Pa. 
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OLDACH COMPANY 


EDITION BINDERS P. F. Pettibone & Company 
Established 1854 27-33 N. Desplaines Street 
525 Locust Street Philadelphia, Pa. CHICAGO, ILL. 


> CHICAGO and MIDWEST EDITION BOOK MANUFACTURERS 
M:« TYPESETTING & a a “MOLLOY MADE COVERS 


ECTROTYPIN For Bound Books ° School Annuals ° Catalogs 
4001 ME AVENUE . . 7 Wg le Loose Leat Binders © Covers for Mechanical Binding 
Expert Composition for Text Books . . Leng Life Plates | 2gfgx The David J. Molloy Plant 


The S. EK. Smith Company 
All Modern Faces Available Pe Hag Sige nd Chicago, iil. 
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Bruce Rogers’ book ready this month 


“Paragraphs on Printing,” Bruce Kogers’ first and only 
yook on the art of book design, will be published June 22 by 
William E. Rudge’s Sons, primarily as a contribution to better 
understanding of fine book typography and manufacture, and 
partly as a memorial to William Edwin Rudge, with whom 
Rogers was associated for 10 years. There will be two editions: 
one of 200 pages, 744” x 1042”, printed on rag paper and 
pound in full buckram, priced at $10; the second, limited to 
199 copies, is being printed on somewhat larger paper, and 
will contain 4 special illustrations in color and a separate 
autographed portrait of the author in photegravure, suitable 
for framing. This edition will be specially bound and boxed 
and priced at $25. 

The text contains not only Rogers’ philosophy of design, but 
numerous suggestions upon typography, paper, color, orna- 
mentation, ete., besides several reproductions of famous works 
of his design. (Orders for both editions may be placed with 
BsBP’s Book Service Dept., cash accompanying.) 

An insert from “Paragraphs on Printing” will be found fac— 
ing page 54; the book will be reviewed in the July issue. 


Home Library sales soar 


Sales of the 62 titles of the Garden City Pub. Co.”’s New 
Home Library, are reminiscent of World’s Fair attendance 
reports. By June 1, 2,296,200 copies in all had been sold. 
The individual runs range from 90,000 to 10,000, and the 
number of pages from 568 to 248. To obey L-245, Garden 
City reduced the weight of stock, cutting bulk from 1” to %”. 


new halftone process 


A method of reproducing halftones for books in which the 
use of smooth finish stock would be too costly, has been de- 
veloped by Wellesley Engravers, Wellesley, Mass. The process 
is known as Tritone, and amounts to a Benday line cut in 3 
tones, two incorporated in the cut as printing surfaces, the 
third the surface of the paper. While no Benday screen is 
laid on the original subject, all the Benday tints can be used. 
The finished cut resembles a highlight halftone. 


electro scale raised 


\ new electrotype pricing scale went into effect on June 1 


throughout the nation’s electrotyping shops which raises the 
unit selling rate 3 points. 
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AIGA elects Bailey president 


George T. Bailey (William E. Rudge’s Sons) was elected 
president of the American Institute of Graphic Arts at its 
29th annual meeting at AIGA headquarters on May 21. 
Elected with him were: Arthur B. Thompson (Bell Labora- 
tories), honorary president; Edward N. Jenks (N. Y. Times), 
first vice-president; Allen F. Horton (W. C. Hamilton), sec- 
retary, and Edith Kerr, treasurer. Harry N. Abrams (Book 
of the Month Club), Lewis A. Alliger (Whitehead & Alliger), 
and Fritz Eichenberg were elected directors. 

Following the dinner G. Wren Howard (Jonathan Cape), 
a member of the British mission to the American book trade, 
gave a vivid impression of the effect upon English publishers 
of restrictions on paper, labor, and other book production ma- 
terials. Two keepsakes, one a broadside of the Atlantic Charter 
designed and autographed by Bruce Rogers, the other a proof 
of an Ejichenberg illustration for a new Book of the Month 
Club dividend, were distributed among the membership. 

Detailed instructions on how to book any or all of the fol- 
lowing exhibits and little shows sponsored by the AIGA, were 
contained in a recent broadside: The Arts of the Book, Person- 
ality in Printing, Silk Screen, The Fifty Books, Posters on 
Parade, Books Made for Children, Technical Books, Bombed 
Books of Britain, The Sixty Textbooks, Books by Offset, 
100 Years of Children’s Book Illustration, and Early Printing. 
The folder may be obtained by writing to The American In- 
stitute of Graphic Arts, 115 E. 40th St., N.Y.C. 


cloth supplies critical 


The article on page 23 of this issue sums up the cloth situa- 
tion as it stands today. BsBP suggests that production men 


bring it to the immediate attention of responsible executives 
in their firm. 


more millions of books 


British war books, sponsored by the armed services, such as 
“The Battle of Britain,’ “Bomber Conimand,” “The Battle of 
Egypt,” and others, have sold staggering numbers of copies. 
“The Battle of Britain” totaled almost 5,000,000. Their 
circulation may rise to even greater heights if the suggestion 
of the Select Committee on National Expenditure—that they be 
distributed free in the schools—is followed out. As for the 
services themselves, more than a million books and five million 
magazines have been collected and forwarded to them, and the 
current target for book collection is 50,000,000 copies. 


INDIANA < 


Printing Company 
BOOK MANUFACTURERS 


Indianapolis, Indiana 





MISSOURI < 


BECKTOLD COM,PANY 
Edition Book Manufacturers 


2705 OLIVE STREET ST. LOUIS, MISSOURI 





COMPLETE BROOK MIANUFACTURING 


Composition - printing - binding - shipping 
A complete service in an advantageous location. 


E. W. STEPHENS COMPANY Sede 


Missouri 






















JUR OE 


BINDERY SUPPLIES 


i 
* 












ried ne 
| KKELSEY-RISDEN CO. 





GLUE PAPER BOARDS 
| [ xn 
G. J. Aigner Co, | Leather-Celluloid Indexing Flexible | Flexible einer 
Celluloid Envelopes s Animal Felt aan 
503 S. JEFFERSON Aico Grip ~<a " | Back Lining Chip & News 
CHICAGO, ILLINOIS Insertable Tabbing 692 Greenwich St. New York 





% Write for our handy free catalogue 








| BOOK GILDING 
AT YOUR SERVICE SINCE 1920 | CARD BEVELING ---- DECKLING 
LOUIS W. BERGMAN For the Trade—Send for Samples 
487 Broadway, New York City | R. Marchetti & Bro. Co. 44 Bond St., N.Y. 


GENUINE LEATHER—ARTIFICIAL LEATHER—BOOK CLOTH 
Jobs, Seconds and Special Lets Always on Hand 


| susciaapidaeasisDe'seantintitnialiannsiantientemeinmntesetint Wm. J. McLaughlin & Co. 
BROOKS-LOESTER CORP. 


Bookbinding Supplies 
12-14 Spruce Street, New York 


Distributors of DuPont Fabrikoid, Fabkote, and PX Cloth 
“Every Supply for the Bindery” 913 Filbert Street Philadelphia, Pa. 
| @ SAYLES’ BOOK CLOTHS © GROUND, FLEXIBLE & 


PADDING GLUES © GENUINE & ARTIFICIAL LEATHER 
Call BEekman 3-3221 












































Attention, Bookbinders! 


If You Have an Embossing, Spraying or Coloring Job, 
See Us for Estimates and Advice. 


Metropolitan Embossing Co. 
Specialists for the Bookbinding and Leather Novelty Trades 
123 Bleecker St., New York, N. Y. Algonquin 4-1160 









GANE BROTHERS & LANE INC. 


Chicago ¢ San Francisco ¢« St. Louis ¢ Los Angeles 


GANE BROTHERS & CO. of New York Inc. 
333 Hudson Street ° WaAlker 5-3294 
Bookbinders’ Supplies and Machinery 


















STEP UP YOUR SALES WITH 


STEP INDEXING * PLASTIC and CERFLEX BINDING 


JOHN M. GETTLER 
200 VARICK ST., NEW YORK WA 5-0222-3 










Convert your gold leaf waste, rub- 
bers, skewings, and floor sweeps into 
cash. Full value remitted promptly. 


METZ REFINING CO. 


369 Mulberry St. MArket 2-0866 Newark, N. J. 
















———~ ame INDEXING FOR THE TRADE 
























239 Centre St., N. Y. C. 
CAnal 6-2389 


$316-1320 SixTietTH SIREET 


CABLE: “GUMCRAFT” N.. PHONE: WINDSOR 8-4636 Embossing s enamel | —- 
GUMMED TAPE & DEVICES GOMPANY Airbrushing = _ 
qf CUNMED CLOTH ANO PAPER TADIS STANDARD TAPING OFVICES Gold Stamping = Embossing Works 
cea >UMMING ~ ROL PRINTING >t die wG 7 a = 


BROOKLYN. NEw YoRK 
“Serving Government and indu since 1924 with a com- 
plete stock of Gummed Paper, Cloth and Taping Devices.’’ 


Pressure Printing 










The Queen City Paper Co. 


Established 1868 


C. B. HEWITT & BROS., INC. 


23-25 GREENE STREET, NEW YORK 











Cincinnati - ° - - - Ohio 
Binders Board Flexible Papers BOOK BINDERY SUPPLIES 
Agents for 
saan Smell Pg nome all INTERLAKEN MILLS DAVEY BINDERS BOARD 





























TAUBER MULTI-RING TAUBER-TUBE TAUBER ROYAL 
New Individual plastic coil. Red, Colorful plastic tube binding — 6 eee ee al 
White, Blue, and Crystal. Inside colors —9 binding styles. Inside Sate Gtke cee Saas. Soot 
diameter from 3/16” to 1”. diameter sizes from 3/16” to 1”. binding styles. Sizes from 3/16” to I”. 
FREE © Beauty ©* Quality © Economy °* FREE DUMMY 
LICENSE TAUBER-TUBE BINDING 200 HUDSON ST. N. Y. C. SERVICE 









BOOKBINDING AND BOOK PRODUCTION 





a complete line of bookbinding 
fabrics and papers to suit every 
exacting need and specification. 


THE RELIABLE TEXTILE COMPANY 


216 West Adams St., Chicago, Ill. 


~ WHY WASTE? 


ncrease yeur savings by paying closer attention to your skew- 
ings, rags, rubbers, and sweeps. Why waste anything, anyway, 
in these days of keen competition? 
THE W. L. ROBERTSON CO. 


ssayers and Refiners—Call on us 
_ 38 LIBERTY STREET NEWARK, N. J. 


Plastic Serew Posts 
CLEAR and BLACK 4” to 21%” 


_ ROBERT SPECTOR 


22 PARK PLACE — NEW YORK, N. 
BArclay 7-0008 





Slade, Hipp & Meloy, Inc. 


119 West Lake Street, Chicago, III. 


Leathers, Binders’ Board, Interlaken Cloth, 
Du Pont Fabrikoid, Perfect Roll Leaf, etc. 


Cine rh & Company 


61 East 11th Street, New York City 
4 BOOKBINDING PAPERS OF DISTINCTION 


WEHRUNG & BILLMEIER CO. 


Established 1905 


Y GOLD BEATERS & REFINERS 
3624-26 Lincoln Ave. Chicago, II. 


E. WOLF & CO., INc. 


FORMERLY OF ACKERMAN & WOLF 
GOLD STAMPING e EMBOSSING e AIR BRUSHING 
INDIVIDUAL LETTERING 


Special and Stock Indexes, Side Titles, Stays, Gothic Tabs 
_ 12-16 VESTRY STREET, NEW YORK CITY © WAlker 5-6594 


j ; ' a wt 
& Jil h 


A durable replacement for 
brass type ata fraction of the 
cost. Stands up under heat 
and pressure. Send for catalog 
and free trial offer. 


ALTAIR MACHINERY CORP. 


55-57 VANDAM STREET+*NEW YORK CITY, NEW YORK 


| RUSSELL ERNEST BAUM 
| Ballers 


| 461 - 8th Ave., N. Y. C. Tel. - BR - 9-3829 


GITZENDANNER-MULLER CO., INC. 
Established 1897 


Manufacturers of National Wire Stitchers 





Ls Vandewater Street New York City 


KRUG ttectric co., inc. 


Est. 1919 55 Van Dam Street, New York 
Electrical Contractor’s Installations 
Maintenance Day and Night Service 

Moving of Plants ¢ Ventilating and Air Conditioning 
Day Phones: WA 5—3430-3 Night Phones: Refer to phone book 


Specializing in Repairs 
on Cross Feeders, Dexter & Cleveland Folders, Boston- 
Bliss and Latham Stitchers 


LANIGAN & CROSS, Inc. 


431 West Broadway New York City 
WoOrth 4-7706 


Prentiss Stitching Wire 
The Standard of Quality 
In the Modern Coil Put-Up or o1 Spools 
SOLD BY LEADING DEALERS EVER? WHERE 


t 
——— 


NEEDED —Your Idle Equipment !! ! 


TODAY! Make a list of every piece of surplus equipment in 
your plant. 


Y! = Mail that list to BOOKBINDING 2 oes PRODUC. 
TODA TI ON, 50 Union Square, N. Y. . for publica- 
tion in the July issue. 


The cost is only 35c per line—minimum insertion $3.00 
ZASSCSSRESSESSSSSESSSSSSSSSSSSSSSSSSSSSSSESESESESEEESSESSSeeSS. 


PLASTIC SCREW POSTS 


New, lightweight, strong, DURABLE! The perfect metal replacement for 
many types of loose leaf binders, books, etc. Made for %” hole in lengths 


of: %, ¥%, ¥2, %, %, %, 1”. Write for prices. 


GRIFFIN, CAMPBELL, HAYES, WALSH, INC. 


52 EAST 2ist STREET 


NEW YORK, N. Y. 
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FOR SALE 


Christensen Automatic Stitcher 37” 
Smyth Case Former 
Smyth $3, 4, 5, & 10 Sewing Machines 
Smyth 25” Blank Book Sewer 
Brehmer 28” Blank Book Sewer 
Singer Sewing Machines 6-9 & 7-11 
Smyth Casing-In Machine 
Smyth No. 1 Casemaker 
Dexter Cloth Folders 56” 
Dexter Cutter 57” 
Dexter Jobbing Folders 191-A, 189-A 
Seybold Adjustable-Head Smasher 
Sheridan 4B Embosser 
Marresford Tipping Machine 
Ellis Roller Backers 
Crawley Round & Backers 12”, 17” 
Lindbladh 3-Beam Iron Ruling Machine 

with Fuller Feeder 
Berry Pneumatic Bundler 
Chambers Job Folder 50” 

A. W. ROBERTSON 
438 Pearl St., New York, N. Y. 
Tel. WOrth 2-1276-7 





POWER CUTTERS 
48” Seybold—Automatic Clamp 
54” Seybold—Automatic Clamp 
40” Sheridan—Automatic Clamp 
32” Oswego—Automatic Clamp 
50” Dexter—Automatic Clamp 
30” Perfection Sheridan—Hand Clamp 
32” Chandler & Price—Hand Clamp 
347" Chandler & Price—Hand Clamp 
72” Seybold Power Knife Grinder 
14 x 22 Chandler & Price Presses 
14 x 22 Universal Presses 


BROOKLYN PRINTERS SUPPLY 


Co. 
110 So. 8th St., Brooklyn, N. Y. 


For Sale... 


$189 Dexter, 30 x 44-Cross Feeder 
289 Baum Folder, automatic feeder 
45” Rosback Rotary Perforator 
2—44” Seybold Paper Cutters 


1—50” Dexter Paper Cutter 
1—44” Sheridan Paper Cutter 
Model C Intertype 

Miehle Cylinder Presses, all sizes 
Krause Power Round Corner Cutter 


Northern Machine Works 


Marshall and Jefferson Street, Philadelphia, Pa. 


REBUILT & GUARANTEED 
Dexter Book Folder. Model 190, size 
36 x 48, with Cross Continuous 
Will fold 8-16-24-32 page. 


Feeder. 
Speed 3000 per hour. 


CHICAGO PRINTERS MACHINERY WORKS 


609 W. Lake St. Chicago, Il. 


Folders & Feeders 
Case Makers 


Standard & Small Size 
25” Lever Cutter 
Smyth Cloth Cutter 
Small Lever Embosser sizes 


STOLP -GORE 











FOR SALE 


1—30” Rosback Rotary Perforator with 
six factory-rebuilt heads 

1—Burton Snap-out Perforator, 40” 

4—Hoole Foot Numbering Machines 

7—Latham Stitchers, all sizes 

3—Sheridan and Standard Upright 
Stampers, hand 

15—Boston Stitchers, 2-3-4-5-19 

2—Smyth Sewers, 3-4 

7—Portland Foot & Power Punching 
Machines 

4—28”, 30”, 36” Power Perforators 

3—Cleveland Folders, Models E, B 

2—Sheridan Power Embossers 

1—Fortuna Skiving Machine 

1—14x22” John Thomson Press with 
Leaf Attachment and Heater Plate 

7—2-4-6-12-12Z Morrison Stitchers 

3—30-36-40 Bookbinders’ Shears 

2—Ellis Roller Backers 

2—Crawley Rounders & Backers 

5—Seybold-Latham-Gane Bench Gold 
Stampers 

1—Rosback Rotary Slot Hole Perforator 

4—30” Hand Lever Paper Cutters 

7—Assorted large and small standing 
presses 


Large quantity new and used Bookbind- 
ers’ Finishing Tools and Rolls. 


ESOR MACHINERY CO. 
135 West 20th St. NS. 
CHelsea 2-2699 


Latham Monitor Paging Machine with 5 
sizes of figure heads in perfect condition. 
Best bid takes it. Leicht Press, Winona, 


Minn. 


© QUALITY GUARANTEED 

Round and Flat Wire for 

Bookbinding & Box Stitching 
SENECA WIRE & MFG. CO. 
Fostoria Ohio 





Chas. A. Muller Co., Ine. 


Manufacturers and Repairers of 


BOOKBINDERS’ MACHINERY 


INDEX CUTTERS, DEVICES, ETC. 
“A Nation-Wide Service” 
153 Lafayette St., New York City 





GEORGE WEIGL 
GENERAL REPAIR SHOP FOR ALL 
KINDS OF BOOKBINDING MACHINERY 


also Manufacturer of Leather Edge Burnish- 
ing Machines and Round-Comer Cutters 


134 W. 26th St., N.Y.C, CHelsea 2-7335 





GUARANTEED REBUILT EQUIPMENT 


Seybold 4-Rod Double Tog- Board Cutter, Automatie 
gle Emboseer Feeder 

Crawley Rounder & Backers, 2—Colts Armory Presses 
13” x 19”; 14” = 22” 

Auto. Gang Stitechers 

Stitchers, various types & 


" #3 & 4 Smyth Sewers 

2—16” St. Needle Sewers 

Singer Sewers 

1—25” Reinhardt Dise Raul- 
ing Machine 


710 W. jackson Bivd., Chicago 


co. 


SERVICING PRINTERS & BOOKBINDERS for 20 yrs. 


Ee 
FOR SALE 


SF 


RESUiL® 
RULING 
MACHINERY 
Hickok 3-Beam 38” Striker Ruler 
Hickok 2-Beam 388” Striker Ruler 
Hickok 2-Beam 36” Striker Ruler 
Hickok 38-Beam Underlift 38” Striker 
Ruler 
Hickok 2-Beam Underlift 42” Striker 
Ruler 
Hickok 3-Beam Underlift 48” Striker 
Ruler 
Hickok 42” Ruler Feeder 
Hickok 38” Ruler Feeder 
All of the above machines are rebuilt 
and guaranteed 
JOHN McADAMS & SONS, INC, 
Norwalk, Conn. 
Manufacturers of Paper Ruling Ma- 
chines, Paper Feeders, Paging Machines 
and Bookbinders’ Tools. 


SHERIDAN EMBOSSER,  FOUR- 
ROD TYPE, IN GOOD WORKING 
ORDER. Box 440, Booxsinpvine & Boox 
Prop., 50 Union Square, New York City. 


~~ 


—_—_ _ 


_— 








RULING PLANT FOR SALE 


4 3-beam Strikers 

3 Fuller Feeders 

38” Oswego Paper Cutter 

Sold individually or as one. 

Box 665, BooxsinpiInc & Book Propuc- 
tion, 50 Union Sq., N.Y.C. 





3, t4 and £10 Smyth Book Sewers 

Smyth Casing-in Machines 

Smyth #1 Casemakers 

Smyth $2 Casemakers 

Smyth #1 Gluing Machines 

National 16” Book Sewers 

Foot Power Portland Punches 

Peerless Burton 30”, 36” and 42” 
Rotary Slot Perforators 

Rosback 36” Rotary Perforator 

Hickok Dual “L” 3 Beam 38” 
Striker Ruler 

Hickok 3 Beam 38” Striker Rulers 

Hickok 3 Beam 42” Striker Ruler 

Hickok 38” Ruler Feeders 

Fuller 38” Ruler Feeders 

Hoole Foot Power Numbering 
Machines 

Sheridan and Hickok %6—6 Rod 
Standing Presses 

Crawley Rounders and Backers— 
Standard Size 

Robinson Rotary Board Cutters 

Sanborn Rotary Board Cutters 

Standard Rotary Board Cutters 

Standard 17%” Roller Backer 

Latham Roller Backer 

Ellis Roller Backer 

Boston $2 and $3 Wire Stitchers 

Latham 28” Round Hole Power Per 
forator 

Latham 28” Power Punch 

Latham 22% and #6 Wire Stitchers 

Murray Head Banding and Lining 
Machine 

Oswego Power Paper Cutter 

Oswego 26%4” Lever Paper Cutter 


BOOKBINDING AND BOOK PRODUCTION 









HELP WANTED 
FOREMAN for large Commercial Bind- 
ery; hard case binding, Blankbook Mfg., 
ruling and general commercial binding. 
Must supervise approximately thirty to 
forty people, men and women. Please 
give full details in first letter. Box 685, 
Booxsinpinc & Boox Propuction, 50 
Union Sq., New York City. 

First-Class bookbinder and finisher for 
working foreman in plant devoted almost 
exclusively to County Record Books. 
Must be a thorough forwarder and fin- 
isher. Write, giving full particulars, to 
Tom L. Ketchings Co., Natchez, Mis- 
sissippi. 

BINDERY PRODUCTION—Man, age 
38-55; knowledge Edition Bindery opera- 
tions, production and follow-up methods, 
customer contact, office routine, for plant 
located New York City. State qualifica- 
tions. Box 675, BooxsinpiInc & Boox 
Prop., 50 Union Sq., N.Y.C. 








BOOKS WANTED 
Wanted, used copies of Bookbinding by 
Pleger and The Art of Marbling by 
Doebbelin. Box 670, BooksinpiInc & Book 
Prov., 50 Union Sq., N.Y.C. 





EQUIPMENT WANTED 


Gold-Stamping Presses size 10 x- 15 or 
larger. Any make—hand or power. Mu- 
tual Sample Card Corp., 136 W. 2lst, 
N.Y.C. Tel.: CHelsea 2,3830. 





PRESSROOM 


-6/0 two-color Miehle, with Dexter 
Suction Pile Feeder and C.E.D. 
—5/0 two-color Miehle, C.E.D. 
1—No. 4-3R Miehle unit 
—4/0 Miehles, with Upham color at- 
tach., Cross Feeders and C.E.D.’s 
—4/0 single Miehle, C.E.D. and Dex- 
ter Suction Feeder 
!1—7/0 Miehle, C.E.D., Cross Feeder 
2—No. 1 Miehle Presses with Cross 
Feeders, C.E.D.’s 
—No. 3 Miehle C.E.D. 
-Miller Major Simplex 
i—Style B Kelly Press, C.E.D., A.C. 
Motor 
16” x 21” Golding Art Jobber 
\—14” x 22” Style C John Thompson 
Universal 


BINDERY 


i—Model 25 Sheridan Auto. Casemak- 
er; Maximum size 16 x 25, Minimum 
size 6 x 9; Speed 25 to 40 cases 
per minute 
Murray Casing-in Machine 
i—Sheridan Power Embosser, 13” x 18” 
|--Sheridan Power Embosser, 16” x 18” 
1— 18” Pebbling Machine 


225 Varick St., New York 14, N. Y. 


Tel.: WAlker 5-5083 


JUNE, 1943 


EQUIPMENT WANTED 


ENGAU STAMPING MACHINE. De- 
scribe model and condition. Box 680, 
Booxsinpinc & Boox Propuction, 50 
Union Square, New York City. 


Pleger Round Two-Corner Turning-in 
Machine. Give full description. Benziger 
Brothers, Inc., 1-11 Rockwell Place, 
Brooklyn, N. Y. 


One Stripping Machine for putting gum- 
med cloth or gummed paper on top of 
writing tablets. Box 545, BooxsinpInG 
& Boox Prop., 50 Union Sq., N. Y. C. 


JACQUES BOOKBINDING SHEARS, 
40 to 50 inch size. Sentinel Printin 
Co., 4387 E. Tenth St., Indianapolis, Ind. 


Multiple Paper Drill, also Gathering 
Pockets for Sheridan Covering Machine. 
Jourdan Co., Inc., 520 W. Fort St., De- 
troit, Mich. 


One 27-inch Gluing Machine or larger, 
complete, in good condition. Box 660, 
BooxsinpinG, 50 Union Sq., N.Y.C. 


1—Standard 4-post Book Smasher 

1—50” Brown & Carver, Power Paper 
Cutter 

1—32” Oswego Power Paper Cutter 

1—Smyth Cloth Cutter, 46” 

1—Rotary Board Cutter, 45” 

1—Plate Washing Machiner and Dryer 

1—Model B Cleveland Folder 

1—Dexter Folder, with Cross Continu- 
ous Feeder 

1—Model #55 Baum Folder 14 x 19 
with Aldrich Suction Feeder 

1—Rosback Heavy Duty Power Punch, 
with large assort. of dies. 

1—Portland Power Puncher 

1—Hobbs Paper Slitter, 30” roll, with 
rewind 

1—National Straight-Needle Sewing Ma- 
chine 

1—No. 3 Smyth Sewing Machine 

1—No. 4 Smyth Sewing Machine 

2—No. 2 Boston Wire Stitchers 

2—No. 3 Boston Wire Stitchers 

2—No. 12 Morrison Wire Stitchers 

1—Horizontal Baling Press, built by 
Ohio Cultivator Co. 


COMPOSING ROOM 
1—Miller Saw Trimmer with Jig Attach. 


HPPUR \ 


- 


EQUIPMENT WANTED 
* 
LAWSON 
Will PURCHASE for Cash 


Late Model Seybold Cutters 


in all sizes up to 94” 
Also 


Seybold 3-Knife Trimmers 
Seybold Die Presses, ete. 
Wright Multiple Head Drills 


Send us full details of machines, 
including serial number & prices. 


E. P. LAWSON CO., Ine. 


Eastern Sales Agents 
Seybold Paper Cutters & Bindery 
Equipment 


426 W. 33 St., New York 
Phone CHickering 4-0180 


——————_—— . * 


Buy thru us and Save — Sell thru us and Gain 
We Can Get You Top Dollars For Your Book- 
binding Plant If You Decide To Sell Out 


PRINTCRAFT REPRESENTATIVES 


Appraisers — Liquidators 


305 Broadway New York 7, N. Y. REctor 2-1395 


1—Wesel Monorail Comb. Saw 6& 


Trimmer 


1—No. 26 Vandercook Proof Press 
1—Potter Proof Press 

1—Model 14 Linotype, Serial #19009 
1—Model 25 Linotype, Serial #37131 
1—Model 26 Linotype, Serial #37214 
1—51 x 75 Steel Imposing Table 
2—Hamilton Cut-Cost Cabinets with 


working tops 


65—Fonts of Linotype Mats, Late Faces 
Liners 6, 7, 8. 9, 10, 11, 12, 13, 14 
Blatchford Beds, assorted sizes 


MONOTYPE EQUIPMENT 


1—Monotype Slug and Rule Caster 
31—Monotype Molds, assorted sizes 


MISCELLANEOUS 


A large quantity of Steel Furniture in 


assorted sizes 


1—ATF Non-Offset Gun 
6—Bahnson Humidifiers 
1200—Warnock Blocks, 4” x 4” 


120 


0—Warnock Hooks 


2—8000-Ib. Jack Lift Trucks 


The Vance R. Hood Co. 


36 


W. Van Buren St., Chicago, Ill. 
Tel.: HArrison 7464 





































































Mechanical Binding Index 








CODE KEY 
tne yeee Rie - Bcc dsa se snc Coit T ...Tauber-Tube 
Bio cesees SES eae Mult-O Tt .Tauber-Twist 
D .vcces. Cerlox © ..Swing-O-Ring U ....Multi-Ring 
i : 78a s “Rapes Plastic V ...Royal Ring 
Se SO .., SN Poses . Wire-O 
H ee:  -Tally-Ho Ban weeteaion Spiral ere Parallex 
OE a Kamket 5p ...-Spiralastic 7 Number Seven 


* Other Mechanical Bindings 





NEW ENGLAND @ 


Fisher Bindery, 74 Union Pl., Hartford, Conn. ......... MOPTUVWTt 
Spiral Binding Co., Inc., 470 Atlantic Ave., Boston, Mass, ....SpAKS 
Kamket Corporation, 54 Winter St., Holyoke, Mass. ...... SpAKOSX 
J. S. Wesby & Sons, 44 Portland St., Worcester, Mass. .......... OP 
5. ts wen Coe; Dane O85, Prowidenos, |B. 1... cccccccccwccwnve GP 


Brewer-Cantelmo Co., 116 East 27th Street ............... CHOPR7 
Seem O08 Soaiins, B00 Vasicde St. - noc ccccdoccaccccicecsensocdl 
McKenzie Service, Inc., 95 Morton Street 
Spiral Binding Co., 148 Lafayette Street ........... i vscccc cee 


Tauber'’s Bookbindery, Inc., 200 Hudson Street .. ......... TUVTt 

EASTERN @ 
The Albrecht Co., 211-213 S. Sharp St., Baltimore, Md. .........CE 
Moore & Co, Inc., 109-113 South St., Baltimore, Md. .......... OP 
Optic Bindery, 15 S. Frederick St., Baltimore, Md. ............ MW 
Beaverite Products, Inc., Beaver Falls, N. Y. ...............2005: oO 
Erhard & Gilcher, 218 W. Onondaga St., Syracuse, N. Y. ...... es 


Excelsior Bindery, 418 Cherry St., Philadelphia, Pa. ............CDE 
National Publishing Co., 239 S. American St., Philadelphia, Pa. HMOW 


MID-WEST @ 
General Binding Corp., 231 S. Green St., Chicago, lil. ........ CDEZ 
Spiral Binding Co., 111 North Canal St., Chicago, I. ........ SpAKS 
Wire-O Binding Co. of Chicago, Ill., 732 W. Van Buren St. .... MW 
W. B. Conkey Co., 60] Conkey St., Hammond, Ind. ......... MPW 
Commercial Bindery, 854 Howard St., Detroit, Mich. ....... FGLTUV 
Detroit Mailing & Bdg. Co., 450 E. Woodbridge St., Detroit, Mich. .CD 
Becktold Co., 2705 Olive St., St. Louis, Missouri ............... cP 
National Cover & Mfg. Co., 6727 S. Broadway, St. Louis, Mo. ..FLO 
Spiral Binding Co., Inc., 105 S. 9th St., St. Louis, Mo. ....... SpAKS 
Forest City Bookbinding Co., Caxton Bldg., Cleveland, Ohio DEMOW®* 
Hugo Kalmbacher, 1014 Jackson Ave., Toledo, Ohio ............ cP 
The Boehm Bindery, 104 E. Mason St., Milwaukee, Wisc, ....... CDE 


SOUTHWEST 
Bank Printing Co., 1915 Santee St., Los Angeles, Calif. .......... P 


GENERAMEY NDING COZUJORATION 


WORLD'S LARGESBEZSODUCERS OF aE NICAL BINDINGS 


*“CERFLEX”’ “CERLOX” 
UTILITY BIND Mame 
“CERCLA” “LIMITED” 
ThE STRONG METAL BRDIRIGEEROR OUR ARMED FORCES 
SAMPLES AND DGMEEEaREE ON REQUEST 


812 W. BELMONT AVE. CHICAGO, ILLINOIS 
2ICENSEES FRO OAST TO COAST 





INDEX to ADVERTISERS 
INDEX to ADVERTISERS 





oe — Co 


Altair Machinery Corp 
American Book-Stratford Press 

American Writing Paper Co. 51, 
Artistic Engraving C 
Artists & Writers Guild ... 


Becktold Bindery 
Behlen, H., & Bros.. 


Binders Board Mfrs 
Bingham Bros. 
Black & Decker Mfg. 


Bookwater-Ball-Greathouse 


Boston Bookbinding Co.. 
Brackett Stripping Mach. Co. 
Brock & Rankin. 
Brooks-Loester : 
L. L., Paper Co..... 
Burrage, Robert R 
Butterfield-Barry Co., Th 


Cameron Machine Co....... 
Carb-n-Set Business Forms.. 


Challenge Machinery Co..... 
Chambers Bros. 
Chandler & Price Co 
Chicago Machinery Laboratory 


Colonial "Press, The, Inc.. 
Columbia Mills 
Commercial Lining Paper Co. 


ye Ay . ee 
Cornwall Press 
Coughlin Mfg. Co 
Country Life Press Corp.. 
Cuneo, John F., 


Davey, The, Co 
Dejonge, Louis, & Co 
Dexter Folder Co 
one Decorative 


Duenewald Printing Corp.. 
Du Pont de Nemours & Co. 


Fales Lino-Art Co 
Fandango Mills 
Fitchburg Paper Co.. 

Fleming, C. B. & Co., Inc.. 
Fox River rarer Corp 


Gane Bros. & Co. of N. Y... 


Binding Corporation 
General Offset Co., I 
General Thread i 
Gettler, John F 
Gitzendanner-Muller Co. 


Griffin, Campbell, Hayes, 


Gummed Tape & Devices Co. 


Hamilton Printing Co 





Hastings & Co. 
Hellmuth, Chas., 


Holliston Mills, Inc 
Holyoke Card & Paper Co... 
Hood, Vance R., C 
Hurlbut Paper Co 


Illustration Engraving Co.... 
Interlaken Mills 
International Printing Ink.. 


| BRE L. H., Inc 


Kellogg & — 
Kelsey- Risden Co., Inc 
Saeepert Press 


J.,. Molding Co.. 
Krug Biedivic Co. 









L 

Lakeside Press, The 
Lanigan & ae... 4 
Lanston Monot pe Machine Co. 5 


RES.» cae 64 
Lawson, E. P., Co., Inc..... 
Leiman Bros., Inc...... : “a 
Lindenmeyr, — & Sons. 6 
Little, J. & Ives Co... 634 63 
Lutz & Sheinkman..... |" 58 
M 


Manhattan Paste & Glue Co, 4g 
Marchetti, R., & Bro. Co... 6§ 
Marshall ‘Son’ & Wheelock. , 
Masta Displays ..........., 59 
McAdams, John, & Son. = 
McKibbin, Geo., & Son. 63 
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BOOKBINDING AND BOOK PRODUCTION 








VicTortous AMERICAN GENERALS 


James G. Harbord 


An outstanding strategist of the first A.E.F. was James G. Harbord. 
Enlisting as a private in 1889, he served in Cuba and as assistant 
chief of the Philippine constabulary, 1903-14. He joined Pershing 
on the border in 1916, and so distinguished himself that in May 
1917, Pershing chose him as his Chief of Staff, a position of great 
responsibility. Later he commanded the Marines at famous Chateau- 
Thierry and the 2nd Division at Soissons. Subsequently he was ap- 
pointed head of the Service of Supply and in May 1919 Chief of 
Staff again. After retiring in 1922 as a Major-General, he became 
successively president and chairman of the board of RCA. Last year 
he was promoted to the rank of Lieutenant-General. 


Vincennes El Alamein - 
“N Ps a 


OPACO stands for service 


UPACO was born the same year as General Harbord—1866—and 
like him has demonstrated a consistent leadership in service, depend- 
ability, and quality. Its products have performed satisfactorily in 
thousands of binderies from which have emanated uncounted mil- 
lions of books. UPACO laboratories and their trained chemists 
always stand ready to assist binders to face new adhesive problems. 
Even in total war, it has not faltered in the determination to main- 
tain the highest standards consistent with the shortages of materials 
needed for the armed forces. For those binders who have not yet 
tried UPACO pastes, glues, and gums, a free trial gallon of any type 
desired will be sent you on receipt of a request upon their business 


stationery. 


MANUFACTURERS OF ADHESIVES 


UNION PASTE CO. 


1605 Hyde Park Ave. : OEE CO Hyde Park. Mass 


“Pn union there is strength 





T HE unusually wide range of work ac- 


commodated by the Smyth No. 3 Casing- 
in machine makes for extremely practical 
production in binderies handling a variety 
of book sizes. The No. 3 will handle cover 
ranges running from 4” x 714” to 14” x 22” and 
books from 14” to 214” in thickness. 


Another feature that means profitable produc- 
tion is the speed of this machine, 25 books per 
minute. Specially designed cams assure smooth 
silent operation, even at high speeds. 


A third advantage, unique in a machine of 
such wide range, is the fact that the backs of the 
cases are formed as an integral part of the opera- 
tion of the machine, thus eliminating a separate 
operation. 


SOLE SALES AGENTS 


E.C. FULLER COMPANY 


NEW YORK CHICAGO 
28 Reade St. 720 So. Dearborn St. 


STANDARD OF THE WORLJ 


Write today for this bul- 
letin describing the Smyth 
No. 3 Casing-In Ma- 
chine. The bulletin in- 
cludes complete informa - 
tion on range, speed, 
motor equipment, floor 
Space requirements, etc 
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